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Seventy-first  Year 

THE  PRESIDENT'S  MESSAGE 

“Comradeship — Citizenship — Character.”  This  definition  of 
THE  UNION’S  aims  stands  out  forcefully  as  we  review  the  work 
for  the  past  twelve  months  and  face  the  new  year. 

“We  need  a  Social  Secretary,  a  glad-hand  man,”  said  one  of 
our  members  at  a  recent  conference  of  representatives  of  the 
various  clubs  and  groups.  “I  don’t  agree  with  you,”  promptly 
responded  another.  “I  think  every  member  of  THE  UNION  should 
consider  himself  a  social  secretary.” 

Does  not  this  suggest  the  two  great  commandments  on  which 
the  Master  has  said  “hang  all  the  law  and  the  prophets”?  “Thou 
shalt  love  the  Lord  thy  God  with  all  thy  heart,  and  with  all  thy 
soul,  and  with  all  thy  mind.”  “Thou  shalt  love  thy  neighbor 
as  thyself.” 

Abraham  Lincoln,  while  not  actively  connected  with  any  church, 
is  reported  to  have  said  that  to  that  church  which  would  inscribe 
over  its  altar  as  its  sole  confession  of  faith  these  two  command¬ 
ments,  he  would  subscribe  with  all  his  heart  and  soul  and  mind. 

And  who  is  a  neighbor?  Is  he  not  the  man  under  the  next 
shower  bath,  in  the  next  chair  in  the  Library,  the  young  man  just 
coming  into  the  Main  Office,  a  stranger  just  come  to  the  city  from 
afar,  and  who  has  looked  in  for  a  bit  of  our  advertised  “comrade¬ 
ship”?  Do  you,  good  member,  greet  him  with  the  same  hearty 
words  and  handshake  that  so  pleased  you  when  one  time  you  were 
greeted  in  store,  hotel,  social  gathering  or  church?  Doesn’t  that 
cheery  greeting  still  linger  with  you  as  a  pleasant  memory?  Are 
we  all  glad-hand  members?  Are  we  good  neighbors?  Do  we  follow 
the  law  and  the  gospel  completely  summed  up  in  the  Great  Com¬ 
mandments? 

This  neighborliness,  this  appreciation  of  mutual  interest  and 
obligation  constitutes  the  principle  of  citizenship,  ensures  good 
citizenship — the  second  aim  suggested  by  our  slogan. 

If,  then,  each  one,  sensing  his  duty  and  obligation,  quits  passing 
the  buck,  says,  “Let  us  do  it,”  not,  “Let  George  do  it,”  uses  more 
frequently  the  pronoun  “we”  rather  than  “they,”  shall  we  not 
at  once  develop  character  and  fulfill  the  purpose  as  defined  in 
the  Act  of  Incorporation  “moral  and  Christian  improvement”? 

“Moral  and  Christian  improvement”  is  what  this  old  world 
needs  today  as  never  before.  Why  should  not  the  Young  Men’s 
Christian  Union  prove  the  organization  to  lead  the  way? 

3 


I  like  to  think  of  THE  UNION  as  a  laboratory  of  human  rela¬ 
tionships,  a  meeting-place  where  young  men  may  gather  and  in  a 
well-organized  and  purely  democratic  fashion  work  out  all  sorts  of 
programs  for  personal  development  and  mutual  service,  giving  to 
the  community  and  to  the  world  an  example  of  pure  democracy 
and  progress.  I  picture  THE  UNION  as  the  home  of  many  little 
groups,  the  members  of  each  having  in  mind  some  special  objective, 
and  in  real  neighborliness  and  helpfulness  to  one  another  attaining 
more  than  would  be  possible  by  individual  effort,  or  by  sitting 
down  and  waiting  for  some  one  else  to  do  for  them — waiting  to 
be  served. 

Let  us  have  a  sort  of  cafeteria  service,  less  expensive,  and  more 
effective  as  regards  time  and  certainty  in  securing  what  is  wanted. 
Then  I  see  related  groups,  again  mutually  helpful,  grouping  them¬ 
selves — shall  I  say  in  groups  of  groups? — completing  what  I  suggest 
we  may  describe  as  organized  democracy.  Is  not  this  real  Christian 
Democracy? 

This  is  the  institution  your  small  staff  of  employed  workers 
visualizes  and  is  trying  to  perfect.  To  this  end  a  conference  com¬ 
mittee  of  active  members,  representing  all  the  varied  elements  of 
our  UNION  life,  has  been  created,  with  Herbert  B.  Turner  of  the 
Camera  Club,  Chairman,  and  Harold  B .  Bennison  of  the  Gymnasium, 
Secretary.  Its  functions  are  in  part  the  equivalent  of  those  of  a 
student  council  in  a  large  college.  Such  a  committee  will  keep 
the  members  closely  in  touch  with  the  management  of  THE  UNION. 
Its  conferences,  looking  toward  increasing  the  usefulness  of  THE 
UNION,  have  resulted  in  valuable  recommendations.  Some  of 
them  have  been  already  included  in  the  programs  of  the  regular 
committees  of  the  Board  and  plans  for  carrying  them  out  are  under 
way. 

If  every  member  will  do  his  part  toward  establishing  in  their 
fullness  our  ideals,  a  maximum  of  usefulness  can  be  accomplished. 
Let  your  minds  work  along  this  line.  Think  of  ways  you  may 
help,  things  you  can  do,  contributions  you  can  make,  service  you 
may  give  on  committees  or  to  groups.  Send  a  note  to  the  “Bulletin” 
telling  of  some  book  you  have  read  which  has  given  you  informa¬ 
tion  or  worth-while  inspiration.  Let  us  all  have  the  benefit  of  some 
experience  that  has  been  of  pleasure  or  profit  to  you.  Possibly 
it  will  be  of  benefit  or  pleasure  to  a  neighbor  member. 

Every  one  of  us  is  willing,  yes,  I  am  sure  anxious,  to  serve,  eager 
to  be  a  comrade.  Let  us  perfect  our  organization,  harness  the 
ideas,  the  little  helps  of  each  in  proper  relation  to  those  of  the  others, 
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so  that  as  with  the  cogs  of  a  machine  wheel,  or  the  wheels  of  a 
perfect  machine,  each  meshes  in  at  the  proper  time  without  fric¬ 
tion  or  slip,  and  success  is  certain. 

We  have  secured  a  new  building  site  hard  to  better.  A  new 
building,  and  workshop  is  assured;  with  united  effort  it  may  well 
be  made  complete  and  beautiful.  Our  spirit  of  comradeship  is 
growing  stronger  every  day;  perfection  of  our  citizenship  ensures 
accomplishment;  and,  best  of  all,  the  carrying  out  of  such  a  program 
makes  for  development  of  character,  the  highest  aim  we  can  have, 
and  which  you  will  all  agree  is  man’s  greatest  achievement  and 
most  vital  need. 

The  future  for  THE  UNION  is  bright,  its  outlook  has  never  been 
more  encouraging.  I  urge  you  to  hopeful,  earnest  effort,  confident 
that  1922  and  the  succeeding  years  hold  for  us  all  much  of  happy 
fellowship  and  of  attainment  in  personal  profit  and  community 
good. 


GENERAL  REPORT  OF  THE  BOARD  OF  DIRECTORS 

On  closing  the  initial  year  of  our  second  lifetime,  reckoned  in 
the  terms  of  the  traditional  threescore  years  and  ten,  the  Board 
of  Directors  greets  a  flourishing,  contented  and  enthusiastic 
membership. 

It  has  been  the  effort  of  your  Directors  to  emphasize  the  work 
of  THE  UNION  along  the  lines  of  its  motto:  Comradeship— Citizen¬ 
ship — Character.  There  are  few  of  the  enobling  and  inspiring 
things  of  this  life  but  can  be  found  represented  under  THE  UNION 
roof. 

In  the  department  of  Literature,  THE  UNION  Library  of  over 
fifteen  thousand  books  keeps  the  membership  in  touch,  not  only 
with  the  best  in  modern  writing,  but  with  the  great  masters  of  all 
time,  who  have  inspired  generation  after  generation  and  whose 
thoughts  and  words  are  always  new. 

Music  in  all  its  forms  finds  enthusiastic  welcome  from  our 
Mendelssohn  Singers,  our  Orchestral  Club  and  our  YD  Band. 
Art  is  represented  by  the  Camera  Club,  and  it  would  be  a  confirmed 
cynic  indeed  who  could  see  one  of  its  exhibitions  and  deny  that 
its  members  have  turned  out  many  pictures  that  in  their  admirable 
selection  of  subject  and  remarkable  felicity  of  treatment  have 
approached  the  standard  of  fine  paintings.  The  highest  mastery 
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of  photography  as  a  fine  art,  centers,  so  far  as  New  England  goes, 
in  THE  UNION.  The  various  artistic  exemplifications  of  the 
spoken  word  are  represented  in  the  public  discussions  of  the  Park 
Street  Club  and  in  the  studies  of  the  primary  and  advanced  sec¬ 
tions  of  the  Elocution  Class,  and  even  the  drama  itself  has  not 
been  neglected,  our  co-operation  with  the  Theatre  Guild  and 
the  Community  Service  Dramatic  Branch  having  been  highly 
profitable  to  all,  while  the  less  pretentious  efforts  of  our  own  mem¬ 
bers  in  the  Hostess  Room  have  been  delightful. 

As  is  always  the  case,  we  report  enthusiasm  and  activity  in  the 
Gymnasium  with  its  membership  of  twenty-one  hundred.  A 
more  detailed  report  will  be  given  on  another  page.  The  work 
of  the  Hostess  Room  has  also  been  highly  successful  and  of  such 
a  nature  that  it  will  present  an  individual  report.  A  list  of  all 
the  clubs  with  a  slight  reference  to  their  functions  will  also  be 
found  elsewhere. 

Situated  in  the  down-town  section,  THE  UNION  is  a  tremendous 
convenience  headquarters,  a  meeting-place,  a  calm,  delightful 
shelter  for  the  moment  or  for  the  hour.  It  has  always  been  thus, 
we  hope  it  always  will  be.  That  it  has  been  more,  that  under 
William  H.  Baldwin  and  Frank  L.  Locke  it  has  been  an  inspiration 
to  its  members  and  an  upbuilder  of  character  and  manly  strength, 
is  its  chief  glory.  THE  UNION  is  proud  of  its  membership,  and 
our  members  show  their  pride  in  THE  UNION.  Together  we  are 
going  steadily  on,  with  increasing  success  in  developing  Comrade¬ 
ship — Citizenship — Character. 


George  S.  Baldwin 

The  Vice-President  of  THE  UNION,  George  S.  Baldwin,  died  on 
February  fourth.  The  loss  sustained  by  his  death  was  a  great  one. 
He  came  upon  the  Board  of  Directors  while  his  father  of  happy  and 
cherished  memory  was  still  President  of  THE  UNION  and  on  his 
retirement  became  Vice-President. 

The  immense  value,  both  practical  and  sentimental,  of  having 
a  member  of  Mr.  Baldwin’s  family  upon  the  Board  was  greatly 
enhanced  by  his  own  ability  and  character.  Although  business 
and  the  community  at  large  made  great  demands  upon  his  time 
and  energy,  although  his  place  in  public  affairs  was  not  only 
important  but  arduous,  he  never  relinquished  his  high  place  in  the 
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counsels  of  THE  UNION.  His  was  in  the  highest  sense  a  life  of 
service,  and  in  that  service  THE  UNION  shared  conspicuously. 
It  is  because  of  such  men  as  George  S.  Baldwin,  devoted,  honorable 
and  unflinching,  that  civic  organizations  and  the  governments  of 
men  attain  their  highest  measure  of  success,  and  the  life  of  George 
S.  Baldwin  reminds  us  that 

“the  actions  of  the  just 
Smell  sweet  and  blossom  in  the  dust.” 

On  February  13  the  Board  of  Government  placed  the  following 
tribute  on  its  records: 

“VOTED:  The  Board  of  Government  of  the  Boston  Young  Men’s  Christian 
Union  washes  to  express  its  sense  of  the  loss  sustained  in  the  death  of  Vice-President 
George  S.  Baldwin. 

In  the  prime  of  his  pcnvers  he  has  been  removed  from  a  life  of  useful  and  distinguished 
service,  and  the  loss  to  our  own  institution  is  more  widely  felt  in  the  community  jff 
Greater  Boston. 

Bringing  to  THE  UNION  the  spirit  and  principles  of  its  most  eminent  upbuilder, 
his  honored  father,  his  mind  was  still  open  to  the  new  methods  and  ideals  of  changing 
conditions,  and  his  wise  counsel,  generous  support  and  constant  interest  will  continue 
to  be  of  advantage  to  our  welfare. 

His  official  position  will  be  occupied  by  another,  but  he  will  still  hold  his  place  in 
our  personal  regard  and  in  the  records  of  the  Christian  Union;  and  we  assure  his 
sorrowing  family  that  we  share  in  their  loss,  and  also  in  all  their  memories  of  so  worthy 
and  honorable  a  career.” 


Walter  Hunnewell 

Walter  Hunnewell,  who  had  served  THE  UNION  as  Treasurer  of 
the  Permanent  Fund  for  many  years,  until  his  resignation  in  1920, 
passed  away  on  the  thirtieth  of  last  September. 

It  would  be  hard  to  over-emphasize  the  loss  which  THE  UNION 
has  sustained  in  the  death  of  this  longtime  faithful  and  consistent 
friend.  Although  nearly  a  year  elapsed  between  his  resignation — ■ 
impelled  by  failing  health — and  his  death,  to  those  who  had  been 
accustomed  to  counsel  with  him  on  questions  affecting  the  prosperity 
and  policies  of  THE  UNION  it  seemed  as  if  he  had  hardly  left  our 
portals  until  the  “strict  account”  of  the  “fell  sergeant”  had  num¬ 
bered  him  among  those  who  return  not.  Mr.  Hunnewell  has  left 
us  not  only  a  record  of  excellent  administration,  but  a  happy 
memory  of  a  whole-souled  and  charming  gentleman. 
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CO-OPERATION 


In  the  long  run  no  organization  can  be  of  real  public  service  if 
it  is  self-centered.  This  danger  THE  UNION  has  steadily  endeav¬ 
ored  to  avoid.  Our  co-operation  has  been  freely  extended  to  a 
large  number  of  organizations  whose  activities  have  differed  from 
ours  but  whose  aims  to  be  of  service  in  the  community  are  con¬ 
spicuous.  We  are  affiliated  with  the  Boston  Council  of  Social 
Agencies,  that  great  federation  of  organizations  whose  basic  idea 
is  public  service. 

The  Community  Service  has  received  not  only  substantial  assist¬ 
ance  in  the  work  of  its  Dramatic  Branch,  but  at  its  desire  we  placed 
rooms  at  the  disposal  of  the  veterans  of  the  First  and  Third  Divi¬ 
sions  and  the  members  of  the  Bessie  Edwards  Post.  A  room 
was  long  used  by  the  organization  of  disabled  veterans  of  the  war. 

The  Massachusetts  Safety  Council  joined  forces  with  us  with 
mutual  profit,  in  two  safety  lecture  courses.  We  have  also  co-oper¬ 
ated  in  various  ways  with  the  Girls’  City  Club,  the  Theatre  Guild 
and  Newsboys’  Association. 

We  do  not  let  any  opportunity  slip  to  welcome  to  the  use  of  our 
rooms,  sometimes  without  cost,  sometimes  at  a  minimum  of  expense, 
organizations  which  are  in  need  of  such  service  as  we  can  furnish. 
This  is  done  in  the  most  democratic  and  friendly  spirit,  believing 
that  we  can  strike  the  best  civic  note  by  holding  toward  sister  organi¬ 
zations  the  spirit  which  was  expressed  in  the  motto  of  D’Artagnan 
and  his  comrades — “All  for  one  and  one  for  all.” 


Finance 

Report  of  Committee  on  Finance 

*  George  S.  Baldwin,  Chairman.  Ernest  G.  Adams 

Increase  in  income  from  Permanent  Funds  due  to  added  bequests 
and  to  advantageous  reinvestments,  together  with  an  enlarged 
Gymnasium  membership  and  slight  advances  in  fees  for  Gymnasium 
privileges,  enable  the  Committee  to  report  closing  the  year  with  a 
small  credit  balance.  While  viewing  this  satisfactory  result  the 
Committee  is  mindful  of  the  increasing  opportunities  for  im¬ 
provement  in  service  and  for  extension  of  the  many  forms  of 
helpful  efforts  for  an  expanding  membership..  Such  improvement 
and  extension  means  of  course  added  expense.  To  meet  this  demand 
renewed  suggestion  is  offered  for  increased  generosity  on  the  part 
of  friends,  and  members  and  friends  are  urged  to  tell  the  story  of 
the  good  accomplished  to  those  who  perhaps  do  not  now  know  of 
the  aims  and  objects  of  our  institution. 

To  know  of  our  program  of  mutual  helpfulness  and  of  its  practical 
accomplishments,  the  Committee  feels  sure  will  inspire  many  to 
contribute  in  generous  measure.  Large  contributions  are  of  course 
welcome,  but  even  more  appreciated  are  contributions,  however 
small,  from  a  larger  number  of  approving  friends  and  well-wishers. 

Increased  income  would  make  possible  additions  to  the  staff 
much  needed  to  perfect  the  organization  and  conduct  of  classes, 
clubs  and  round-table  groups,  to  develop  sociability  and  comrade¬ 
ship,  and  to  extend  the  work  of  the  Employment  Department 
particularly  in  the  line  of  vocational  guidance.  These  clubs  and 
groups,  it  is  planned,  will  govern  themselves,  and,  related  to  one 
another  as  common  interest  suggests,  provide  excellent  training  in 
organization,  citizenship  and  government;  but  a  maximum  in  results 
can  only  be  obtained  under  the  most  constant  and  skillful  leader¬ 
ship  and  instruction.  No  more  important  contribution  can  at  this 
time  be  made  than  the  training  of  young  men  in  the  comprehension 
and  exercise  of  citizenship. 

Help  us  to  increase  income  so  that  the  best  in  inspirational 
leadership  and  training  may  be  secured.  Many  members  of  the  older 
days,  now  successful  business  men,  repeatedly  speak  of  what  THE 
UNION  has  meant  to  them  in  helpful  service,  and  when  aware  of 
needs  and  enlarging  plans,  generously  respond  with  helpful  personal 
or  financial  support.  Many  others  need  only  to  be  told.  Lend  a 
hand;  tell  them. 


*  Deceased  February  4,  1922. 
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Treasurer’s  Statement  for  Year  ending  March  31,  1922 


REVENUE 


General  Purposes 


General : 

Income  from  Invested  Funds  (net) 
Donations  for  General  Purposes  . 
Interest  on  Deposits . 


Committee  on  Rooms: 

Pool  and  Billiards . 

Use  of  Hills  and  Rooms  .  . 
Baths,  storage,  stationery,  etc 

Committee  on  Members: 

Membership  Fees . 

Entertainments . 


Committee  on  Education: 

Evening  Classes  .  .  .  . 
Library . 

Committee  on  Physical  Culture: 
Gymnasium  Fees  .  .  .  . 
Locker  Rentals,  Service,  etc 


$34,954-19 

5,I3I-°° 

183.68 

$40,268.87 

$1,201.80 

2,214.75 

748.56 

4,165.11 

$4,060.18 

234.00 

4,294.18 

$655.72 

86.92 

742.64 

$16,602.25 
9, 149-94 

25,752-i9 

$75,222.99 

Special  Purposes 

Country  Week: 

Donations . $18,455.07 

Income  from  Invested  Funds .  4,171.22  $22,626.29 


Rides  for  Invalids: 

Donations . $1,860.96 

Income  from  Invested  Funds .  344-73  2,205.69 


Christmas  Festival: 

Donations .  2,661.07 

Lewis  Allen  Drake  Fund: 

Income  from  Invested  Funds .  40.10  27,533.15 

$102,756.14 
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Treasurer’s  Statement  for  Year  ending  March  31,  1922 


EXPENSES 

General  Purposes 

General :  > , 

Administration . .  '  .  .  .  . 


Committee  on  Rooms: 

Building,  Maintenance  and  Expense . $18,620.96 

Office,  Supplies,  Games  and  Sundries .  9,508.51 


Committee  on  Members: 

Membership  Miscellaneous .  $2,774.19 

Entertainments .  775.00 


Committee  on  Education: 

Evening  Classes .  $1,809.91 

Library .  2,055.33 


Committee  on  Physical  Culture: 

Administration  and  Service . $11,363.86 

Equipment  and  Supplies  .  15,187.17 


Committee  on  Social  Service: 

Employment  Department  and  Miscellaneous 


Balance  to  be  added  to  Surplus,  offsetting  in  part  last  year’s  ad¬ 
vances  from  Principal . 


Special  Purposes 


Country  Week .  $21,855.46 

Rides  for  Invalids .  2,253.36 

Christmas  Festival .  2,501.83 

Lewis  Allen  Drake  Fund  Memberships  ....  35-35  $26,646.00 


Balance  to  be  added  to  Surplus .  887.15 


$11,320.47 

28,129.47 

3,549-19 

3,865.24 

26,551.03 

832.71 

$74,248.11 

974.88 

$75,222.99 

$27,533-i5 


“A  house  by  the  side  of  the  road 
Where  the  race  of  men  go  by" 


Statement  of  Assets  and  Liabilities 

March  31,  1922 

Assets 

Land  and  Buildings .  $1,331,897.60 

Invested  Funds .  773,596.80 

Manomet  Estate — Country  Week .  7,325.00 

Furniture — Fixtures — Supplies — Merchandise  .  1,777.90 

Prepaid  Insurance  Premiums .  3,461.57 

Accounts  Receivable  .  1,039.27 

Cash .  8,204.01 

$2,127,302.15 


Funds  and  Liabilities 

Funds  for  General  Purposes .  $1,559,214.93 

Funds  for  Special  Purposes: 

Country  Week . '  .  .  106,444.06 

Rides  for  Invalids .  8,377.18 

Lewis  Allen  Drake  Fund  for  Memberships .  950.00 

Library  and  Gymnasium  Fund . .  600.00 

Other  Special  Purpose  and  Contingent  Reserves  .  10,266.91 

Notes  Payable .  440,000.00 

Accounts  Payable .  1,449.07 

$2,127,302.15 


May  12,  1922. 

Mr.  Frank  L.  Locke,  President, 

Boston  Young  Men’s  Christian  Union, 

48  Boylston  Street,  Boston. 

Dear  Sir:  I  hereby  certify  that  I  have  audited  the  accounts  of  the  Treasurer  of 
the  Boston  Young  Men’s  Christian  Union  and  have  examined  the  records  of  the 
Trustees  for  the  fiscal  year  ended  March  31,  1922,  and  that  the  balance-sheet  and 
supporting  schedules  attached  hereto  correctly  exhibit  the  financial  condition  of  The 
Union  at  that  date. . 

Very  respectfully, 

(Signed)  Willard  W.  Dow. 


Donations 

should  be  sent  to  Frank  L.  Locke,  President, 
Boston  Young  Men’s  Christian  Union,  48  Boyls¬ 
ton  Street. 
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Permanent  Fund 

Statement  of  Trustees 

William  L.  Richardson,  Chairman;  Edwin  L.  Sprague,  Secretary; 

Robert  Winsor,  Treasurer;  James  A.  Lowell,  George  H.  Ellis 

Legacies  and  gifts  as  received  are  placed  in  the  hands  of  the 
Trustees  of  the  Permanent  Fund  for  investment.  The  Trustees 
also  hold  title  to  all  real  estate.  By  agreement  with  the  Board 
of  Directors  unrestricted  gifts,  as  well  as  endowment  funds 
restricted  to  use  of  income,  are  turned  over  to  the  Trustees  and 
no  portion  of  the  unrestricted  principal  may  be  expended  without 
their  assent.  Stability  of  income  and  permanency  of  policy  are 
thus  assured. 

The  following  additions  to  the  Permanent  Fund,  received  during 
the  year,  are  recorded  with  full  appreciation: 


Charles  Wells  Cook  (part  payment)  . $1,200.00 

In  memory  of  Charles  Edward  Cook.  Legacy  to  be  apportioned 
to  General  Purposes,  Country  Week,  Library  and  Gymnasium. 

Caroline  F.  Sanborn  (part  payment)  .  1,000.00 

For  Country  Week 

Charles  L.  Davis .  5,118.89 

Lois  R.  Frothingham: 

In  memory  of  Rev.  Frederick  Frothingham 

Country  Week .  250.00 

Rides  for  Invalids .  250.00. 

$7,818.89 


Contributions  to  the  General  Fund,  or  to  the  Special  Building 
Fund,  may  be  sent  to  Frank  L.  Locke,  President,  48  Boylston  Street, 
or  to  Robert  Winsor,  Treasurer  Permanent  Fund,  care  of  Kidder, 
Peabody  &  Company,  115  Devonshire  Street,  Boston. 


FORM  OF  BEQUEST  TO  GENERAL  FUND 

I  give  and  bequeath  to  the  “Trustees  of  the  Permanent  Fund’’  of  the 
Boston  Young  Men’s  Christian  Union  the  sum  of  $ . 


FORM  OF  CONTRIBUTION  TO  NEW  BUILDING  FUND 

I  give  to  the  “Treasurer  of  the  Building  Fund’’  of  the  Boston  Young 
Men’s  Christian  Union  for  the  New  Building  the  sum  of  $ . 
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Reception  Room  beyond 


Rooms 


Report  of  Committee  on  Rooms 

William  H.  Brown,  Chairman.  W.  Rodman  Peabody 

The  rooms  of  THE  UNION  are  the  outward  exemplification  of 
inward  strength.  It  is  not  alone  the  duty  but  a  great  pleasure  for 
the  Committee  on  Rooms  to  provide  the  habitation  of  all  of 
The  UNION  activities.  It  is  our  business  to  make  possible 
the  opportunities  for  culture,  physical  improvement,  educational 
development  and  decent  and  hearty  pleasure  which  are  to  be  had 
under  the  hospitable  roof  of  THE  UNION. 

For  the  most  part  we  have  refrained  this  year  from  structural 
changes,  deeming  it  good  policy  not  to  make  large  expenditures 
in  a  building  where  the  length  of  our  stay  is  uncertain.  We  did, 
however,  make  use  of  the  natural  falling  off  of  activities  in  the 
summer  and  early  fall  for  such  renovation  and  painting  as  the 
usual  wear  and  tear  made  necessary. 

The  Union  Hall,  which  for  many  years  was  one  of  the  most 
widely  patronized  of  all  public  halls  of  the  city,  and  which  has 
been  out  of  commission  for  a  number  of  years,  because  of  war 
activities,  has  been  put  into  condition  for  those  activities  which 
in  other  days  added  so  much  to  THE  UNION’S  popular  appeal, 
and  is  now  in  condition  to  be  rented  to  the  public  for  musical  and 
dramatic  entertainments  at  times  when  it  is  not  in  use  by  our 
people.  The  seats  have  been  renovated  and  placed  in  position, 
and  the  hall  has  been  used  for  these  purposes  both  by  our  own 
people  and  in  co-operation  with  other  organizations,  such  as  The 
Community  Service,  the  Boston  Theatre  Guild,  The  Massachusetts 
Safety  Council,  etc. 

As  usual  in  recent  years,  there  have  been  occasions  when  every 
room  in  the  building  was  occupied  by  some  activity.  The  Library 
Lobby  has  continued  in  active  use  as  a  Game  Room.  Here  are 
located  the  Pool,  Chess  and  Checker  Tables,  and  just  beyond,  on 
the  same  floor,  is  the  Silence  Room,  or  Library  Reading  Room, 
where  one  may  read  or  study  without  interruption. 

Besides  the  rooms  devoted  to  the  social,  clerical  and  benevolent 
work  of  THE  UNION  there  are  the  useful  class  rooms  which  are 
used  in  the  evening  by  our  own  classes  and  clubs  and  many  of  which 
contribute  in  daylight  hours  to  the  betterment  of  the  community, 
by  their  use  by  the  City  of  Boston  for  Continuation  School  work, 
and  the  teaching  of  English  to  boys  and  girls  of  foreign  parentage. 
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There  have  been  the  usual  minor  changes  in  the  personnel  of  our 
organization;  Mr.  Lindall  C.  Blanchard  has  succeeded  Mr.  Riley 
J.  Hampton  on  the  office  accounting  staff,  where  his  genial 
presence  has  made  itself  felt  in  many  directions.  For  the 
remainder  of  the  staff,  compliments,  oft  repeated,  and  familiar 
as  old  tales,  are  still  deserved. 

Members 

Report  of  Committee  on  Members 

Herbert  D.  Heathfield,  Chairman.  Robert  Winsor,  Jr. 

The  strength  of  THE  UNION  is  in  its  membership.  Only  as  it 
meets  the  all-round  needs,  spiritual,  intellectual  and  physical, 
of  a  substantial  number  of  young  men  does  The  Union 
meet  the  test  and  do  credit  to  its  founders.  Our  active  member¬ 
ship,  slightly  greater  than  last  year,  taxes  our  capacity.  THE 
UNION  finds  its  justification  in  the  fact  that  our  members,  men  of 
all  sorts  and  conditions,  here  find  food  not  alone  for  their  material 
needs,  but  for  the  ideals  which  make  for  democracy  and  service. 
The  “square  man”  must  be  four-sided.  He  will  develop  himself 
along  four  lines,— spiritual,  moral,  mental  and  physical.  Every 
activity  of  THE  UNION  seeks  to  be  of  service  along  one  of  these 
lines.  Although  there  has  been  none  of  that  stressing  of  the  religious 
side  of  our  work  of  such  nature  as  to  cause  us  to  disturb  those  who 
shy  away  from  sanctimoniousness  and  smugness,  an  underlying 
reverence  permeates  all  our  efforts,  and  we  are  always  ready  to 
put  our  facilities  at  the  disposal  of  members  desiring  to  get  into 
touch  with  religious  organizations  of  whatever  faith. 

In  striving  for  the  best  development  of  Comradeship,  Citizen¬ 
ship,  Character,  which  we  have  declared  to  be  our  aim,  it  is 
borne  in  upon  us  very  strongly  that  we  have  fallen  short  of  our 
best  hopes  unless  THE  UNION  atmosphere  inspires  our  member¬ 
ship  to  do  its  full  part  in  carrying  along  the  work.  Well-rounded 
character  cannot  be  built  on  receiving  alone.  It  must  also  give. 
The  member  who  reads  this  who  has  profited  only  by  what  he  has 
received,  has  not  got  all  the  advantage  to  which  his  membership 
entitles  him.  If  he  brings  some  of  his  own  ability  to  the  service 
of  his  fellow-members,  he  will  not  only  be  worth  more  to  us  but 
more  to  himself.  We  have  always  asked,  .“What  can  THE  UNION 
do  for  you?”  There  is  another  question  which  we  are  asking,  quite 
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as  important  to  both  the  organization  and  to  the  individual,  and 
that  is,  “What  can  you  do  for. THE  UNION?”  Make  no  mistake 
as  you  read  this.  Here  is  no  disguised  propaganda  for  a  building 
fund.  When  the  time  comes,  all  our  friends  in  and  out  of  THE 
UNION  will  have  the  opportunity  to  help,  but  that  has  nothing 
to  do  with  this  message.  Just  now  we  are  not  asking  for  your 
money,  but  we  are  asking  for  a  little  bit  of  yourself,  a  little  more 
enthusiasm,  a  little  more  service,  a  little  more  and  better  acquaint¬ 
ance  with  your  fellows. 

STATISTICS 


Total  Membership  last  year .  5,546 

New  members .  1,240 

Renewed  members .  2,425 

Life  membership  last  year . 1,867 

New  Life  Members .  16 

1,883 

Reported  deceased .  37  1,846 

Members  paying  advance  dues .  28 

Present  total .  5,539 


The  slight  loss  of  seven  in  membership,  which  we  confidently 
expect  to  make  up  during  the  year,  comes  from  among  our  life 
members.  A  large  proportion  of  these  were  men  of  great  activity 
in  UNION  affairs  on  whom  we  have  relied  for  encouragement  and 
counsel.  We  shall  greatly  miss  them,  but  we  are  glad  to  point 
to  the  fact  that  our  active  membership,  the  red  blood  of  The 
Union,  is  still  gaining. 

MEMBERSHIP  FEES 

ANNUAL  MEMBERSHIP  . . .  .  .  ...  .  .  .  .  $1.00 

Use  for  one  year  of  social  and  entertainment  privileges,  library 
nearly  15,000  volumes,  reading-room  with  newspapers  and  periodi¬ 
cals,  reception-room,  baths,  billiards,  pool,  etc. 

WITH  GYMNASIUM  . .  10.00 

Use  of  baths,  dressing-rooms,  lockers,  etc.  Classes  in  hygienic 
and  recreative  gymnastics 

SUSTAINING  MEMBERSHIP . 10.00 

SUBSCRIPTION  MEMBERSHIP  . . .  .  5.00 

Continued  for  five  successive  years  entitles  to  Life  Membership. 

LIFE  MEMBERSHIP  . . .  .  .  .  . . 25.00 

Life  and  Subscription  Members  desiring  Gymnasium  or  other  special 
privileges  are  required  to  pay  the  usual  special  Annual  Fees. 
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Games  in  Library  Lobby 


Clubs 

The  Clubs  of  THE  UNION  bear  to  it  a  relation  not  unlike  that 
of  Commonwealths  in  the  greater  Union.  Each  has  its  own  govern¬ 
ment  in  its  own  affairs  and  each  owes  allegiance  to  the  entire 
brotherhood.  Here  we  see  THE  UNION  member  at  his  happiest, 
merging  himself  in  the  activity  best  suited  to  him. 

In  all  these  organizations  our  membership  is  building  up 
Comradeship — -Citizenship — Character.  That  all  may  understand 
the  club  activities  of  THE  UNION  we  give  a  list  of  clubs,  alphabeti¬ 
cally  arranged,  with  a  brief  statement  of  the  functions  of  each. 

Boylston  Chess  Club — A  chess  players’  organization  develop¬ 
ing  individual  playing  and  participating  in  contests  with  other 
clubs. 

Hand-ball  Players — A  Gymnasium  Club  interested  in  this  game. 
Their  Annual  Entertainment  and  dance  was  held  in  The  Union  Hall. 

Mendelssohn  Singers— A  men’s  choral  club  rehearsing  weekly 
under  competent  direction  and  giving  concerts  not  only  in  THE 
UNION,  but  throughout  Greater  Boston. 

NoinU  Club — A  social  club  with  its  activities  centering  in  the 
Hostess  Room. 

Orchestral  Club— A  high-class  musical  society  forming  a 
large  and  competent  orchestral  organization.  Its  concerts  of  music 
of  the  better  class  are  of  a  nature  to  appeal  to  the  most  fastidious. 

Park  Street  Club — A  notable  organization  of  many  years’ 
standing,  organized  for  the  consideration  of  public  questions  and 
now  taking  a  prominent  part  in  the  affairs  of  THE  UNION. 

Salesman’s  Club — A  club  growing  out  of  the  Salesmanship 
classes  of  THE  UNION.  A  clearing-house  of  helpfulness  along 
trade  lines. 

Union  Camera  Club — An  organization  of  two  hundred 
members  developing  the  art  of  photography.  Recognized  all  over 
the  country  as  an  important  factor  in  photographic  progress. 

Wrestling  Club  — A  Gymnasium  Club  formed  from  members 
who  especially  enjoy  this  sport. 

YD  Band — A  full  military  band  of  Yankee  Division  Veterans, 
all  members  of  THE  UNION.  It  is  well  known  from  its  frequent 
public  appearances. 
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Exhibition  of  Camera  Club,  1922 


Education 

Report  of  Committee  on  Education 

Charles  L.  Burrill,  Chairman.  Edward  A.  Church 

The  efforts  along  strictly  educational  lines  have  been  confined  in 
two  channels,  those  of  classes  and  lectures.  The  usual  classes  have 
been  held  with  gratifying  results  to  the  pupils  and  to  the  satisfaction 
and  encouragement  of  the  instructors.  Experience  has  demon¬ 
strated  that  there  are  no  more  useful  classes  than  those  on  funda¬ 
mental  subjects,  as  is  clearly  indicated  by  the  attendance  of 
the  groups  studying  Business  English,  English  Grammar  and 
Arithmetic;  the  first  two  under  the  direction  of  J.  Ellis  Ames,  the 
latter  in  charge  of  John  F.  Wostrel.  Then  there  are  the  ever  popular 
Elocution  Classes  which  year  in  and  year  out  attract  a  very  large 
number  of  enthusiastic  pupils.  Irvin  L.  Potter  is  still  their 
competent  and  popular  director.  A  class  in  Salesmanship,  that 
always  important  and  at  times  elusive  factor  in  commercial  life, 
has  been  successfully  maintained  by  George  B.  Darling  and  has  led 
to  the  formation  of  a  Salesmanship  Club  among  its  members. 
Of  course,  where  so  notable  an  organization  as  our  Camera  Club 
is  “carrying  on,”  a  class  in  Photography  would  be  an  inevitable 
adjunct,  and  Arthur  S.  Dockham  of  the  Club  has  given  interesting 
and  profitable  instruction  to  a  circle  of  beginners. 

A  class  in  Character  Analysis  has  more  lately  been  organized 
and  is  being  directed  by  Fred  M.  Burroughs. 

The  lectures  have  been  numerous  and  varied.  Important 
among  them  have  been  two  series  given  in  co-operation  with  the 
Massachusetts  Safety  Council.  One  of  these,  consisting  of  ten 
lectures  on  general  safety  subjects,  was  given  during  the  fall  and 
winter  months,  and  a  second  course  of  five  lectures,  primarily  for 
operators  of  automobiles,  was  inaugurated  on  March  7. 

On  March  29,  Mr.  George  Leo  Patterson,  the  eminent  authority 
on  Astronomy,  delivered  the  first  of  two  popular  lectures.  His 
subject  was,  “Mars  and  Her  Mysterious  Canals.”  H.  A.  Collins 
gave  an  exhilarating  and  illuminating  address  on  “Portraiture 
Lighting  and  Development,”  under  the  auspices  of  the  Camera 
Club  on  February  21.  On  March  9  the  Boston  Entomological 
Club  gave  a  series  of  short  talks  on  various  subjects  which  were 
grouped  under  the  general  heading,  “Butterflies,  Moths  and 
Insects.”  This  was  illustrated  from  the  valuable  club  collections, 
which  include  many  of  the  rarest  and  most  beautiful  known 
specimens. 
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Education  does  not  end  with  schooling.  It  is  not  always 
dependent  on  instruction.  The  educated  man  is  the  man  who 
of  his  own  volition  amasses  knowledge.  Abraham  Lincoln,  practi¬ 
cally  without  assistance,  worked  his  way  through  Euclid.  For 
men  who  desire  to  increase  their  store  of  human  knowledge,  THE 
UNION  is  ever  ready  to  do  its  utmost.  A  case  in  point  is  THE 
UNION’S  assistance  to  a  group  of  young  medical  students,  which 
was  given  quarters  in  the  old  study,  just  off  the  Library,  in  which 
to  pursue  anatomical  investigations,  and  certain  specimens  belong¬ 
ing  to  THE  UNION  were  placed  at  their  disposal. 


Library 

Richard  Ray,  Jr.,  Librarian 

The  Union  Library  is  one  of  the  oldest  and  most  honored 
of  its  institutions.  In  its  original  title,  chosen  by  the  group  of 
interested  enthusiasts  who  formed  the  organization  in  1851  and 
which  they  soon  changed  to  our  present  name,  the  word  “literature” 
appeared.  In  the  first  prospectus  the  first  of  its  functions  to  be 
mentioned  was  the  maintenance  of  “a  Library  of  Biblical  Litera¬ 
ture  and  other  works  of  an  elevated  moral  standard”  and  its  request 
for  donations  for  its  support  mentioned  books  before  money. 

When  THE  UNION  was  reorganized  in  1868  after  the  suspension 
during  the  war,  the  Library  Committee  said  in  their  second  report, 
“The  object  of  the  Library  Committee  has  been  to  procure  the 
best  books  that  will  be  read  by  the  members  of  THE  UNION, 
excluding  everything  of  an  immoral  or  irreligious  tendency,  but 
without  aiming  to  make  it  a  collection  simply  of  works  of  a  theologi¬ 
cal  or  devotional  character.”  This  statement  made  over  fifty 
years  ago  expresses  today  the  view  of  those  conducting  THE 
UNION  Library. 

It  would  be  interesting  if  we  could  know  the  number  and  titles 
of  the  books  in  the  little  Library  Room  on  West  Street  in  1868. 
We  know  at  least  that  the  best  standard  history,  biography,  fic¬ 
tion  and  poetry  obtainable  within  the  means  of  THE  UNION 
found  place  on  our  shelves. 

Today  we  have  adopted  exactly  the  same  policy.  The  few 
hundred  books  of  those  days  have  increased  to  more  than  fifteen 
thousand  volumes.  The  readers  are  many,  and  their  diverse 
tastes  are  all  accommodated.  Walk  through  the  Library  any 
day  and  see  the  interested  readers.  Here  perhaps  is  one  who  has 
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been  fortunate  in  finding  on  its  shelf  a  copy  of  a  popular  novel 
of  the  present  day,  say  “If  Winter  Comes”  or  “Scaramouche.” 
Here  is  a  member  of  the  Park  Street  Club,  his  nose  deep  in  the 
encyclopedia,  preparing  for  his  next  debate.  Here  is  a  reader  dip¬ 
ping  in  Ruskin,  while  by  his  side  another  is  “hearing  through  his 
eyes”  the  cadences  of  Tennyson.  An  unpretentious,  spectacled 
gentleman  is  reading  Macaulay  for  the  splendor  of  his  speech, 
some  of  which  may  cling  to  his  tongue,  for  he  is  a  college  professor, 
whose  large  classes  are  somewhat  due  to  the  eloquence  with  which 
he  presents  his  subject. 

Here  at  a  table  behind  a  rampart  of  books  of  American  History, 
his  head  bent  over  a  ream  of  yellow  paper,  is  a  life  member,  the 
president  of  a  well-known  historical  society,  preparing  a  paper  to 
be  read  before  a  sister  organization.  Here  also  is  a  UNION  member 
whose  heavy  accent  proclaims  him  to  be  an  American  by  choice 
rather  than  birth,  who  has  been  a  comparatively  short  time  among 
us.  See  the  knit  brow,  the  elbows  on  the  table,  and  the  clenched 
hands  on  which  he  rests  his  head.  Who  doubts  that  he  will  conquer 
the  unfamiliarities  of  English  speech?  Who  but  rejoices  that  THE 
UNION  is  providing  the  means?  And  so  it  goes.  Many  men,  many 
minds,  but  all  getting  something  out  of  the  good  things  which 
have  been  written  to  increase  the  joy  of  those  who  love  reading 
and  culture.  There  is  no  library  so  large  and  so  diverse  in  the 
city  proper,  to  the  shelves  of  which  the  general  public  has  access 
for  a  nominal  membership  fee.  Here  are  to  be  found  facts  and  won¬ 
ders  and  dreams,  to  be  shared  by  all  THE  UNION  members. 


STATISTICS  OF  LIBRARY 


Number  of  volumes,  April  i,  1921  .  14,978 

Added  by  gift .  12 

Added  by  purchase .  .  125  137  15,1:15 

Withdrawn  .  4b 


Volumes  in  Library,  April  1,  1922 .  15,069 

Volumes  rebound .  179 

Volumes  discarded  and  replaced  .  1 

Issued  for  home  reading .  5?4I3 

Newspapers  received — daily  12,  Sunday  4 .  16 

Magazines:  Weekly  31,  semi-monthly  1,  monthly  54,  monthly  for  circulation 

7,  Quarterly  5  . ' .  98 

Periodicals  received  as  gifts  regularly .  45 

Paid  subscriptions  .  (>9 
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Main  Floor  of  Gymnasium 


Physical  Culture 


Report  of  Committee  on  Physical  Culture 

George  S.  Smith,  Chairman.  Walter  H.  Trumbull,  Jr. 

The  Gymnasium,  now  as  ever,  is  one  of  the  chief  centers  of 
The  UNION.  A  strong,  healthy,  harmonious  body  makes 
the  best  possible  headquarters  for  a  decent  thinking,  honest  living 
and  spiritually  advancing  brain.  One  of  the  chief  demands  of  the 
commercial  world  is  stamina.  The  employment  may  be  entirely 
clerical,  even  wholly  intellectual,  but  the  feeling  that  health  and 
strength  maintain  the  thinking  machine  in  its  normal  power  is 
everywhere  accepted. 

THE  UNION  has  always  endeavored  to  make  this  department 
as  complete  as  possible,  and  its  6,800  square  feet  of  floor  space  and 
its  well-selected  equipment  give  opportunities  of  which  approxi¬ 
mately  five  hundred  men  daily  take  advantage.  There  are  nine 
classes  held  each  day,  under  the  competent  leadership  of  Prof. 
Oliver  L.  Hebbert. 

The  first  of  these  classes  begins  at  half-past  ten  in  the  morning; 
the  last  is  held  at  eight  in  the  evening.  Physicians  largely  attend 
the  10.30  class.  That  held  just  after  noon  is  largely  for  heads  of 
departments  and  business  executives.  There  are  classes  for  high- 
school  boys,  college  students,  business  men,  and  the  response  to 
these  opportunities  is  large  and  enthusiastic. 

The  sports  connected  with  gymnasium  life  have  been  carried 
on  with  spirit  and  good  nature.  The  hand-ball  courts  are  con¬ 
stantly  in  use  and  THE  UNION  Gymnasium  has  entered  several 
tournaments  with  other  organizations  and  invariably  made  a 
creditable  showing.  The  Wrestling  Club  is  one  of  the  most  popular 
features  of  gymnasium  life.  We  brought  away  three  winners  from 
the  New  England  Amateur  Championship  contests,  and  the  con¬ 
tests  for  THE  UNION  championships  in  the  various  classes  were 
gallantly  contested,  before  a  large  and  greatly  interested  audience. 
The  boxing  for  business  men,  carried  on  under  four  instructors, 
is  a  much-enjoyed  feature.  The  Gymnasium  members  have  given 
some  very  successful  exhibitions  at  home  and  at  other  gyms. 

Last  November  a  boys’  class  of  thirty  was  founded.  Later  it 
was  joined  by  a  group  of  ten  from  Winthrop  under  the  leadership 
of  Rev.  R.  W.  Savage.  This  class  meets  weekly  on  Saturday  at 
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10.30  a.m.  It  has  been  very  successful,  and  if  THE  UNION  is 
to  be  judged  by  what  these  enthusiastic  little  chaps  think  of  it, 
we  shall  have  nothing  to  be  ashamed  of. 

A  feature  of  great  individual  benefit  is  the  class  in  Civil  Service, 
a  group  under  the  immediate  direction  of  Arthur  Schneider,  con¬ 
sisting  of  applicants  for  membership  in  local  police  and  fire  depart¬ 
ments.  The  object  is  to  bring  those  joining  the  class  fully  up  to  the 
physical  standard  necessary  for  admission  to  these  forces.  The 
class  has  always  been  notably  successful  and  its  members  have  uni¬ 
formly  received  high  marks,  a  number  having  turned  out  to  be 
100%  men. 

Altogether  the  gymnasium  year  has  been  profitable  to  its  mem¬ 
bers  and  creditable  to  its  instructors,  and  is  doing  its  full  share  in 
making  the  membership  of  THE  UNION  hearty,  healthy  and  happy. 


A  Busy  Hour  in  the  Gym 


MEMBERS  USING  THE  GYMNASIUM 


Total  March  31,  1921 .  2,006 

New .  843 

Renewed .  1,257 

Total  March  31,  1922  . .  .  .  2,100 
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Social  Service 

Report  of  Committee  on  Social  Service 

Edward  A.  Church,  Chairman.  Charles  Jackson 

Social  Service  is  the  prime  purpose  and  motive  of  the^Christian 
Union.  It  is  the  spirit  of  a  true  Democracy  in  active  operation;  a 
sentiment  prevailing  in  all  our  departments,  but  which  finds  especial 
expression  in  the  work  of  “The  Country  Week,”  “Rides  for  Inva¬ 
lids”  and  “The  Christmas  Festival.” 

“The  Country  Week”  comes  first  in  importance,  extent  and 
popularity.  It  is  a  health-giving  and  life-saving  service  to  the 
children  of  Boston,  and  in  the  forty-seven  years  of  its  beneficent 
existence  has  become  so  well  and  widely  known  that  no  explanatory 
details  of  it's  operation  need  here  be  given.  During  the  Season  of 
1921  it  provided  country  vacations  of  two  weeks  or  more  for  eighteen 
hundred  and  ninety-four  persons.  A  well-illustrated  report  of  the 
work  may  be  had  on  application. 


Camp  Boys 


“Rides  for  Invalids”  is  believed  to  be  the  only  organized  ser¬ 
vice  of  this  nature  in  our  city,  and  its  purpose  is  clearly  indicated 
by  its  title.  For  many  years  it  has  given  cheer  and  comfort  to  the 
suffering.  The  weak  and  weary  have  blessed  it;  tired  mothers  and 
their  babies  have  been  refreshed  by  it;  and  it  has  carried  many 
patients  to  and  from  the  hospitals.  It  has  been  a  valued  auxiliary 
to  many  of  our  city  charities  and  has  their  cordial  approval.  Here 
is  its  record  for  the  past  year:  Persons  given  carriage  drives,  552; 
boat  tickets  distributed,  368;  car  tickets  distributed,  7,500.  Total  of 
8,420. 
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“The  Christmas  Festival”  is  a  great  event  in  the  annals  of 
THE  UNION  and  in  the  experience  of  the  little  guests  who  share  in 
its  joyous  privileges.  It  was  celebrated  for  the  forty-eighth  time 
on  Saturday  afternoon,  December  17,  and  was  attended  by  about 
seven  hundred  happy  children,  while  the  (more  or  less)  “dis¬ 
tinguished  guests”  looked  on  from  the  gallery  of  The  UNION  Hall, 
though  Mayor  Peters  found  a  place  on  the  stage  and  told  the  chil¬ 
dren  what  he  thought  about  them.  President  Locke  was  the  master 
of  ceremonies  and  Mr.  George  Wheelwright  was  the  Santa  Claus. 
The  singing  of  the  children  was,  as  usual,  a  special  feature  of  the 
entertainment,  and  valuable  assistance  in  this  line  was  given  by  a 
group  of  thirty  boys  from  the  Norfolk  House  Centre,  under  the 
direction  of  Mr.  William  Howell  Reed.  Motion  pictures  and  refresh¬ 
ments  were  added  attractions,  and  every  child  was  given  a  box 
of  carefully  selected  clothing,  shoe  orders,  etc.,  with  toys  and 
candies.  The  preparations  for  this  Festival  were  made  by  various 
committees  of  men  and  women,  who  gave  weeks  of  generous  service 
to  the  work. 


Whippoorwill  Camp 


Miss  Theodora  A.  Luard  still  administers  and  superintends  the 
work  of  this  department  with  increasing  interest  and  ability  and 
has  already  become  a  recognized  authority  in  the  Social  Service 
organizations  of  our  community.  The  efficiency  of  her  assistant, 
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Miss  Scarborough,  must  also  be  commended,  and  faithful  service 
was  rendered  during  the  summer  by  Misses  Hebard  and  Corey. 

This  is  but  a  brief  notice  of  an  extended  and  varied  service,  but 
it  is  hoped  that  enough  has  been  said  to  show  that  service  to  be 
worth  while  and  to  induce  our  generous  supporters  to  “let  the 
good  work  go  on.”  Those  who  have  given  of  their  money  and  of 
their  personal  effort  have  the  cordial  appreciation  of  our  committee 
and  of  hundreds  of  beneficiaries.  Grateful  for  the  past,  wTe  look 
confidently  forward  to  wider  opportunities  and  increasing  ability 
to  meet  them. 


Employment  Department 

Herbert  C.  Bronsdon,  Superintendent 

It  is  the  especial  aim  of  the  Employment  Department  to  place 
the  right  man  in  the  right  place,  avoiding  the  unnecessary 
waste  of  an  employer’s  time  in  investigating  applicants  haphazardly 
recommended.  This  seems  to  the  committee  a  greater  service 
to  the  community  than  an  effort  to  place  a  larger  number  of  appli¬ 
cants  in  places  they  can  fill  only  temporarily.  By  thus  safe¬ 
guarding  both  applicant  and  employer  we  have  in  a  singularly 
large  measure  received  that  confidence  which  is  so  largely  respon¬ 
sible  for  the  success  of  this  department. 

It  can  be  said  that  many  of  our  leading  business  men  in  Boston 
today  received  their  first  insight  into  business  through  the  Employ¬ 
ment  Department.  An  example  of  our  success  in  furnishing 
employees  who  make  good  was  brought  to  light  not  long  ago, 
when  at  luncheon  a  gentleman  on  the  opposite  side  of  the  room 
scrutinized  me  very  strongly  and  after  he  had  finished  his  luncheon 
stepped  over  to  my  table  and  asked  if  I  were  not  Mr.  Bronsdon 
of  the  Employment  Department  of  the  Christian  Union.  When 
I  told  him  that  I  wyas,  he  said:  “You  may  not  and  probably  do 
not  remember  me,  but  twTenty  years  ago  I  came  into  THE  UNION 
insistent  upon  getting  into  the  automobile  line  and  by  persistency 
and  calling  frequently  I  was  successful.  One  day  I  received  a 
postal  card  requesting  me  to  call,  and  was  sent  to  a  concern  that 
was  anxious  to  get  a  man  to  fill  a  certain  position,  was  accepted 
and  remained  there  for  a  number  of  years,  having  finally  taken 
over  the  business  myself,  and  am  still  in  it.” 

Here  is  a  concrete  example  of  the  far-reaching  influence  of  THE 
UNION  Employment  Department,  and  the  fact  that  employees 
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in  after  years  remember  and  appreciate  our  efforts  is  both  encour¬ 
aging  and  stimulating  to  its  Superintendent. 

THE  UNION  has  in  connection  with  the  Employment  Depart¬ 
ment  a  committee  of  business  men  to  whom  applicants  can  be 
referred  to  assist  them  in  determining  the  choice  of  a  vocation. 

The  greater  proportion  of  our  applications  for  employment  and 
the  greater  number  of  inquiries  for  employees  are  naturally  in 
professional,  mercantile  and  commercial  branches,  but  on  the 
other  hand  we  are  glad  to  serve  any  one,  and  if  through  our  own 
Department  we  are  unable  to  render  service,  we  are  glad  to  work 
with  other  agencies  to  render  service  to  the  applicant. 

We  emphasize  to  the  readers  of  this  report  and  to  the  employing 
public  in  general  our  ability  to  furnish  as  employees  a  high  type 
of  young  men  of  character  and  ability  and  invite  correspondence 
toward  filling  your  needs.  We  can  help  you  to  get  the  right  kind 
of  chap;  you  can  help  the  right  kind  of  chap  to  make  good. 

We  ask  our  own  members  to  give  this  important  department  a 
helping  hand.  If  you  know  of  a  place  to  be  filled,  tell  us  about  it. 
You  may  be  sure  that  only  an  Ai  man  will  be  offered  to  fill  it.  If 
you  know  a  man  worth  a  position  a  notch  above  the  one  he  holds, 
let  us  know.  Some  one  may  be  looking  through  this  bureau  for 
just  such  a  fellow.  There  is  no  better  opportunity  for  co-operation 
among  the  members  of  THE  UNION  than  this. 


HOSTESS  ROOM 

On  the  floor  above  the  Main  Offices,  on  the  Boylston  Street 
front,  is  the  homelike  and  delightful  Hostess  Room.  It  occupies 
what  was  once  known  as  THE  UNION  Parlor,  which  in  a  measure 
corresponded  to  the  “front  room”  of  out  early  New  England  days, 
even,  it  is  said,  including  the  black  walnut  “what-not,”  although 
the  glass-enclosed  wax  flowers  were  mercifully  absent.  Now  in 
the  social  life  of  the  community  the  parlor  is  replaced  by  the  living 
room,  and  our  UNION  Hostess  Room  has  become  a  living  room  in 
the  very  best  sense. 

Among  all  the  features  of  THE  UNION,  this  room,  from  its  very 
nature,  gives  in  one  way  the  best  exemplification  of  THE  UNION’S 
effort  for  comradeship.  Here,  in  short,  is  a  bit  of  family  life  tucked 
away  in  the  midst  of  the  bustle  of  a  great  commercial  city.  We 
want  the  great  UNION  family  to  experience  more  and  more  of  our 
home  feeling. 
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The  Union  Hall 

Ready  for  Hostess  Room  Reception 


Miss  Sharman,  our  Permanent  Hostess,  administers  the  affairs 
of  the  Hostess  Room  with  this  idea  always  in  mind.  To  the  ordinary 
social  intercourse  is  added  such  informal  dancing  and  card-playing 
as  can  be  found  in  cultivated  homes.  The  adjoining  kitchen  gives 
us  additional  opportunities.  This  is  a  tremendously  useful  adjunct. 
In  addition  to  making  use  of  it  on  special  occasions,  such  as  that 
of  Thanksgiving  Day,  when  we  gave  an  old-fashioned  dinner  of 
turkey  and  “fixings”  to  a  delighted  group  of  our  members,  and 
serving  supper  for  the  regular  meetings  of  the  Conference  Com¬ 
mittee,  groups  of  our  members  have  found  it  a  haven  for  meals 
a  la  Dutch-treat,  bringing  in  and  preparing  their  food  and  making 
steaming  pots  of  coffee.  This  is  the  invariable  custom  of  the 
Mendelssohn  Singers  on  rehearsal  nights,  and  the  whole-souled 
enjoyment  of  the  impromptu  cooks  adds  zest  to  the  entire  evening. 

A  dramatic  group  has  found  our  surroundings  congenial  and 
has  made  good  progress  at  their  rehearsals.  At  the  Christmas 
season  a  toy-making  class  was  organized,  and  many  a  little  one 
received  a  unique  gift  as  a  result  of  its  efforts.  On  November  8 
a  little  fair  was  held,  with  happy  results. 

An  activity  radiating  from  the  Hostess  Room  which  has  been 
of  great  importance  and  which  illustrates  the  friendliness  of  THE 
UNION  spirit  at  its  very  best  has  been  the  Hospital  Flower  Mission, 
which  was  never  so  successful  as  this  past  year.  Mrs.  Hammond, 
Mrs.  Nauss  and  Mrs.  Clarke  made  it  possible  for  us  to  distribute 
a  very  large  quantity  of  flowers  to  the  Chelsea  Naval  Hospital 
and  Parker  Hill.  In  fact,  the  physicians  so  valued  our  work,  we 
felt  it  necessary  to  continue  visiting  the  hospitals  during  the  greater 
part  of  the  winter.  Frequently  word  has  come  from  the  Hospital 
Physician  telling  of  a  very  suffering  surgical  patient  and  asking, 
“ Could  the  ladies  send  him  a  few  flowers  to  cheer  him?”  The 
flowers  were  immediately  sent  and  most  grateful  thanks  were 
returned. 

Under  the  general  supervision  of  Miss  Luard,  Miss  Gertrude 
Sharman  as  Permanent  Hostess  and  Miss  Vivien  Hoyt  as  sub¬ 
hostess  have  had  the  co-operation  of  the  following  committees, 
most  of  whom  have  devoted  regular  afternoons  and  evenings  to 
the  work:  Miss  Mary  F.  Bartlett,  Chairman;  Mrs.  Charles  Ham¬ 
mond,  Mrs.  James  Spring,  Mrs.  George  Nauss,  Miss  Ada  Dow, 
Mrs.  Karl  Adams,  Mrs.  A.  G.  Matless,  Mrs.  William  Hodges, 
Mrs.  E.  W.  Dearing  and  Mrs.  Jennie  Clarke. 

These  ladies,  each  with  different  individual  characteristics, 
which  give  zest  and  variety  to  their  efforts,  have  all  been  actuated 
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by  a  pervasive  enthusiasm,  friendliness  and  camaraderie  which 
has  given  the  Hostess  Room  exactly  the  right  touch  and  given 
happiness  and  that  home  sense  so  rarely  achieved  in  organization 
work  to  all  who  have  found  in  the  Hostess  Room  a  delightful  sub¬ 
stitute  for  the  family  life  they  have  left  behind. 


Social  Corner  in  Reception  Hall 


We  picture  a  skirmish  line  of  the  settlement  houses,  boys’  clubs,  school 
centres,  and  other  institutions  dealing  particularly  with  the  home  and 
neighborhood  problems.  From  these  outposts  would  come  in  to  THE 
UNION  by  natural  inclination  as  well  as  by  team  play,  suggestion  and 
direction,  the  specially  fitted,  specially  ambitious,  just  as  the  more  for¬ 
tunate  at  the  same  period  might  go  away  to  college. 
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A  Study  from  the  Camera  Club.  By  William  A.  Barreto 


CLUBS,  1921-2 


CAMERA  CLUB. — Herbert  B.  Turner,  President;  Louis  Astrella,  Vice-President; 
Ernest  W.  Gustavsen,  Secretary;  F.  C.  Everett,  Treasurer. 

MENDELSSOHN  SINGERS. — John  L.  Dyer,  President;  Warren  Suminsby, 
Vice-President;  William  D.  Dyer,  Secretary;  George  F.  Hatch,  Treasurer; 
C.  H.  Bean,  Librarian;  Edward  E.  Swett,  Manager;  James  L.  Calderwood,  ' 
Director. 

PARK  STREET  CLUB. — Fred  C.  Hanscom,  President;  Albert  E.  Heimann, 
Richard  J.  Hayden,  Vice-Presidents;  Roscoe  B.  Bailey,  Secretary;  Meyer 
H.  Sackett,  Treasurer. 

BOYLSTON  CHESS  CLUB. — H.  F.  Bucknam,  President;  J.  W.  Bland,  Vice- 
President;  W.  G.  Grueby,  Secretary;  H.  G.  Daniel,  Treasurer. 

WRESTLING  CLUB. — Arthur  G.  Mather,  President;  George  Myerson,  Cap¬ 
tain;  Arthur  I.  Davis,  Manager;  Oliver  L.  Herbert,  Treasurer. 

HAND-BALL  PLAYERS.  J.  Buxbaum,  President;  John  C.  Staples,  Secretary; 
C.  W.  Chapin,  Treasurer. 

YD  BAND. — Charles  S.  Gorton,  Manager;  Lt.  John  J.  O’Neil,  Conductor; 
Armonde  Berube,  Treasurer. 


SPECIAL  COMMITTEES 

COMMITTEE  ON  EMPLOYMENT. — Arthur  V.  Howland,  Chairman;  Francis 
L.  Maraspin,  Frank  H.  Nutting,  Robert  Sever  Hale. 

EMPLOYMENT  DEPARTMENT.  Advisory  Board. — George  Hutchinson,  of 
McElwain,  Hutchinson  and  Winch;  Carl  Dreyfus,  of  Jacob  Dreyfus  &  Sons; 
Walter  A.  Hawkins,  of  Jordan  Marsh  Company;  E.  Elmer  Foye,  of  35  Congress 
Street;  George  H.  Ellis,  of  Geo.  H.  Ellis  Co.,  Inc.;  Walter  M.  Marston,  of 
Hallowed,  Jones  and  Donald. 

EVENING  CLASSES.  Advisory  Committee. — Prof.  Carroll  W.  Doten,  Depart¬ 
ment  of  Economics,  Massachusetts  Institute  of  Technology,  Secretary  American 
Statistical  Association;  Dr.  Paul  H.  Hanus,  Division  of  Education,  Harvard 
University;  James  A.  McKibben,  Secretary  Boston  Chamber  of  Commerce; 
Prof.  Edward  F.  Miller,  Head  of  Department  Mechanical  Engineering, 
Massachusetts  Institute  of  Technology;  James  P.  Munroe,  Secretary  of  Corpora¬ 
tion,  Massachusetts  Institute  of  Technology,  President  Munroe  Felt  &  Paper  Co.; 
Franklin  V.  Thompson,  Superintendent  of  Schools,  Boston,  Mass.;  Prof. 
Harold  Whitehead,  of  Boston  University  College  of  Business  Administration. 
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CONFERENCE  COMMITTEE  OF  REPRESENTATIVE  MEMBERS.— John 
L.  Dyer,  Gymnasium,  Business  Men’s  Class;  H.  B.  Bennison,  Gymnasium, 
5.15  Class;  A.  G.  Mather,  Gymnasium,  Wrestling  and  Boxing;  H.  j.  Weston, 
Gymnasium,  Locker  Rooms  and  Baths;  John  C.  Staples,  Gymnasium,  Hand¬ 
ball;  George  F.  Hatch,  Mendelssohn  Singers;  Herbert  B.  Turner,  Camera 
Club;  H.  F.  Bucknam,  Boylston  Chess  Club;  Fred  M.  Burroughs,  Evening 
Classes;  Franklin  Russell,  Orchestra  and  Band;  Fred  C.  Hanscom,  Park 
Street  Club;  Sherwin  L.  Cook,  Life  Members  and  Library;  David  B.  Coburn, 
Social  Activities. 


GYMNASIUM  SUB -COMMITTEES  OF  MEMBERS 

MEMBERSHIP. — J.  L.  Dyer,  Harold  B.  Bennison,  Dr.  L.  D.  Shepard. 
LOCKERS  AND  BATHROOMS.— H.  J.  Weston,  H.  G.  O.  Bailey. 
ENTERTAINMENT  AND  OUTINGS.— F.  S.  Lawrence,  J.  Buxbaum. 
HAND-BALL. — F.  E.  P.  Levi,  James  Farrell,  H.  H.  Goldie. 

HEAVY  DUMB-BELLS. — D.  A.  Hagerty,  Paul  Kimball. 
WRESTLING. — A.  G.  Mather,  H.  H.  Kaufman,  C.  W.  Harper. 
APPARATUS. — C.  L.  Crossman,  J.  A.  Daniels. 

BOXING. — Everett  F.  Parks. 

WALKS  AND  HIKES.— Henry  Richmond. 

BASEBALL. — William  J.  McNally,  Jr.,  Herbert  Weston. 

POLICE  AND  FIRE  DEPARTMENT.— Arthur  Schneider. 


“THE  COUNTRY  WEEK” 

Officers  and  Committees,  1921 

EXECUTIVE  COMMITTEE  (Committee  on  Social  Service  of  the  Boston  Young 
Men’s  Christian  Union). — Edward  A.  Church,  Chairman  and  Treasurer;  Frank 

L.  Locke,  Charles  Jackson. 

“THE  COUNTRY  WEEK  COMMITTEE.”— William  Howell  Reed,  Albert 
E.  Prescott,  John  B.  Thomas,  Mrs.  Edward  H.  Taylor,  Miss  Ella  M.  Clarke, 
Miss  Florence  A.  Goodfellow,  Mrs.  Frederick  H.  Pike,  Mrs.  Celia  Well¬ 
man,  Miss  Florence  W.  Gifford,  Miss  Alice  M.  Cheney,  Mrs.  Robert  A. 
Woods,  Miss  Ethel  W.  Dougherty,  Ernest  C.  Amy,  Frederick  J.  Soule, 
Mrs.  William  A.  L.  Bazeley,  Miss  Elizabeth  E.  Freeman,  Mrs.  Charles 

M.  Hammond,  Mrs.  Herbert  C.  Tinkham,  Miss  Eleanor  Piper,  Miss  Made¬ 
leine  Piper,  Miss  Mary  F.  Bartlett,  Mrs.  James  W.  Spring,  Miss  Priscilla 
Jouett,  Miss  Bertha  L.  Goldthwaite,  Miss  Mabel  R.  Wilson,  Miss  Jane  R. 
McCrady,  Mrs.  Eva  W.  White,  J.  Kirkwood  Craig  and  The  Executive 
Committee. 

SECRETARY. — Miss  Theodora  A.  Luard,  48  Boylston  Street,  Boston. 
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FESTIVAL  COMMITTEE  FOR  1921 


Forty-ninth  Season 

COMMITTEE  ON  INVITATIONS. — Miss  Theodora  A.  Luard,  Ralph  S.  Clarke, 
Amos  Schaefer,  J.  Gilbert  Peirce,  Miss  Ella  M.  Clarke,  Miss  Florence 
A.  Goodfellow. 

COMMITTEE  ON  PRESENTS. — Miss  Madeleine  Piper,  Miss  Eleanor  Piper, 
Miss  Nannie  Alexander,  Miss  Mary  E.  Bradlee,  Miss  Emily  B.  Shepard, 
Miss  Annie  C.  Fiske,  Miss  Annie  W.  Cumings,  Mrs.  Ernest  W.  Dearing, 
Ernest  W.  Dearing,  Mrs.  William  J.  Hodges,  William  J.  Hodges,  Miss  Sally 
Rogers,  Miss  Elizabeth  E.  Freeman,  Miss  Marion  Hardy  Dary,  Mrs. 
Charles  M.  Hammond,  Mrs.  Jesse  F.  Stevens,  Mrs.  Frank  L.  Locke,  Mrs. 
Charles  L.  Burrill,  Charles  L.  Burrill,  Mrs.  Frederick  Pike,  Frederick 
Pike. 

COMMITTEE  ON  REFRESHMENTS.— Mrs.  James  W.  Spring,  James  W. 
Spring,  Miss  Eunice  M.  Cruft,  Miss  Helen  S.  Rogers,  Gorham  Rogers, 
Mrs.  Louise  Fleming,  Mrs.  Robert  Winsor,  Jr.,  Robert  Winsor,  Jr.,  Mrs. 
George  S.  Smith,  George  S.  Smith,  Mrs.  George  B.  Nauss,  George  B.  Nauss, 
Miss  Mary  F.  Bartlett,  Frederic  A.  Turner,  Jr.,  Mrs.  Charles  T.  Billings, 
Mrs.  Frederic  A.  Eustis,  Frederic  A.  Eustis,  Walter  .H.  Dugan,  Albert 
E.  Prescott,  Sidney  L.  Beals,  Mrs.  Walter  H.  Trumbull,  Jr.,  Walter  H. 
Trumbull,  Jr.,  Mrs.  Frank  J.  Robinson,  Frank  J.  Robinson,  Mrs.  Horace 
Morison,  Horace  Morison. 

COMMITTEE  ON  TREE  AND  ENTERTAINMENT.— Miss  Harriot  S. 
Curtis,  Miss  Marion  Homans,  Arthur  Adams. 

SOCIAL  SERVICE  COMMITTEE  OF  THE  BOARD  OF  GOVERNMENT.— 
Edward  A.  Church,  Chairman;  Frank  L.  Locke,  Charles  Jackson. 


This  institution  shows  by  its  history  and  its  accomplishments  that 
it  has  been  a  pioneer  and  a  source  of  many  once  startling  innovations 
that  are  now  accepted  as  commonplaces  in  this  city.  There  are  now 
being  shaped  ideas  correspondingly  as  radical  as  were  the  open  library 
book  shelves,  the  gymnasium,  the  evening  educational  classes,  the 
Country  Week,  and  the  others  that  started  here. 
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The  Union  Hall 

Looking  toward  Stage 


INCORPORATION 


Commonwealth  of  Massachusetts 

In  the  Year  One  Thousand  Eight  Hundred  and  Fifty-two 

AN  ACT  TO  INCORPORATE 
THE  BOSTON  YOUNG  MEN’S  CHRISTIAN  UNION 


Be  it  enacted  by  the  Senate  and  House  of  Representatives  in  General  Court 
assembled,  and  by  the  authority  of  the  same,  as  follows: 

Section  i. — George  W.  Warren,  Frederic  W.  Lincoln,  junior,  Thomas  A. 
Goddard,  their  associates  and  successors,  are  hereby  made  a  Corporation,  by 
the  name  of  the  Boston  Young  Men’s  Christian  Union,  in  the  city  of 
Boston,  for  the  purpose  of  moral  and  Christian  improvement,  with  all  the 
powers  and  privileges,  and  subject  to  all  the  duties,  liabilities,  and  restrictions, 
set  forth  in  the  forty-fourth  chapter  of  the  Revised  Statutes. 


Section  2. — Said  Corporation  may  hold  real  and  personal  estate  for  the 
purposes  aforesaid  to  an  amount  not  exceeding  forty  thousand  dollars. 


House  of  Representatives,  April  23,  1852. 


Passed  to  be  enacted. 

Passed  to  be  enacted. 

May  3,  1852,  Approved. 

GEORGE  S.  BOUTWELL. 


N.  P.  BANKS,  Jun.,  Speaker. 
In  Senate,  April  30,  1852. 

HENRY  WILSON,  President. 


A  true  copy. 

Attest’ 


Secretary’s  Office.  May  7,  1852. 

Am asa  Walker, 
Secretary  of  the  Commonwealth 


“Active  participation  in  THE  UNION’S  various  undertakings, 
service  as  an  executive  in  some  of  its  Clubs  or  as  a  worker  on  one 
of  the  many  Committees,  provide,  for  the  young  man,  practice  in 
organization  and  administration,  furnish  a  sort  of  business  lab¬ 
oratory  experience,  the  value  of  which  it  is  difficult  to  measure.’’ 
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CONSTITUTION 


ARTICLE  I.  Title. 

This  Society  shall  be  called  the  “Boston  Young  Men’s  Christian  Union.” 

ARTICLE  II.  Eligibility  of  Members. 

All  young  men  of  good  moral  character,  and  claiming  to  believe  in  the  truths 
of  Christianity,  without  distinction  of  sect  or  party,  shall  be  eligible  as  members 
of  this  Society;  but  no  person  shall  vote  at  any  meeting  of  the  Society  who  has 
not  been  a  member  for  the  period  of  one  year,  at  least,  previous  to  such  meeting. 

ARTICLE  III.  Admission  of  Members. 

Members  may  be  admitted  in  such  manner  and  on  such  conditions  ;is  the 
Board  of  Government  may  prescribe. 

ARTICLE  IV.  Classification  of  Members. 

All  persons  qualified  as  before  named,  who  shall  be  admitted  in  the  manner 
herein  provided,  shall,  upon  the  payment  of  one  dollar  annually,  become  and 
continue  members  of  this  Society;  upon  the  payment  of  five  dollars  annually, 
shall  become  and  continue  subscription  members;  upon  the  payment  of 
ten  dollars  annually,  shall  become  and  continue  sustaining  members;  and  all 
subscription  members  who  shall  pay  the  sum  of  twenty-five  dollars  in  five  or 
less  annual  installments  shall  become  life  members  of  the  Society. 

ARTICLE  V.  Officers. 

The  officers  of  the  Society  shall  consist  of  a  Board  of  twelve  Directors,  who 
shall  be  elected  by  ballot  from  members  of  the  Society,  and  shall  constitute  the 
Board  of  Government.  Four  directors  shall  be  elected  each  year,  each  to  serve 
three  years. 

On  or  before  February  15  of  each  year  the  President  shall  appoint  a  com¬ 
mittee  of  three  to  make  nominations  for  vacancies  to  be  filled  at  the  regular 
annual  meeting.  The  committee  shall  report  its  nominations  to  the  Secretary 
on  or  before  March  1.  Other  nominations  may  be  made  by  filing  nomination 
papers,  placed  in  the  hands  of  the  Secretary  on  or  before  April  1,  signed  by  not 
less  than  150  members  entitled  to  vote  at  the  previous  annual  meeting. 

The  Secretary  shall  post  in  a  conspicuous  place  in  the  Union  Rooms,  im¬ 
mediately  upon  receipt  by  him,  the  list  of  names  of  the  candidates  presented 
by  the  nominating  committee,  and  the  names  of  other  candidates  properly 
presented,  and  shall  provide  suitable  ballots  containing  the  names  of  all  candi¬ 
dates.  Only  those  placed  in  nomination  herein  as  provided  shall  be  eligible 
for  election. 


Immediately  after  the  annual  meeting  in  each  year  the  Board  of  Directors 
shall  meet  and  organize,  and  shall  choose  from  their  number  a  President, 
Vice-President,  Secretary,  and  Treasurer  of  the  Society,  for  the  ensuing  year. 
All  the  above  officers  so  elected  shall  serve  for  the  terms  respectively  named 
and  until  their  respective  successors  are  elected. 

Vacancies  occurring  from  any  cause  in  the  Board  of  Directors  shall  be  filled 
by  the  Board  of  Government,  and  any  director  so  elected  shall  hold  office  until 
the  next  annual  meeting  and  the  election  of  his  successor. 

Vacancies  occurring  in  the  offices  of  President,  Vice-President,  Secretary,  and 
Treasurer,  shall  be  filled  for  the  remainder  of  their  terms  by  the  Board  of 
Directors. 

The  Board  of  Government  shall  have  power  to  appoint,  subject  to  their 
direction,  such  other  officers  and  committees  from  among  the  members  as  they 
may  deem  expedient. 


ARTICLE  VI.  Duties  of  the  Board  of  Directors. 

It  shall  be  the  duty  of  the  Board  of  Directors, — 

First,  To  provide  for  the  use  of  the  Society  suitable  rooms,  centrally  located 
in  the  city  of  Boston. 

Second,  To  provide  and  keep  in  said  rooms  such  books,  periodicals,  and  news* 
papers  as  will,  in  their  judgment,  promote  the  object  of  the  Society. 

Third,  To  make  such  arrangements  for  social  religious  exercises  as  they  shall 
deem  practicable  and  conducive  to  the  best  interests  of  the  Society. 

Fourth,  To  induce  the  members  of  the  Society  to  connect  themselves  with 
some  of  the  religious  societies  in  the  vicinity,  according  always  to  their  denom¬ 
inational  preferences,  and  especially  to  seek  out  and  impart  information,  and 
lender  aid,  assistance,  and  encouragement  to  those  who  come  as  strangers  to 
the  city,  striving  to  guard  them  against  temptation,  to  surround  them  with 
Christian  influences,  and  to  interest  them  in  the  cultivation  of  a  religious  life. 


ARTICLE  VII.  Meetings. 

The  annual  meeting  of  the  Society  for  the  choice  of  officers  shall  be  held  on 
the  second  Wednesday  in  April.  The  Board  of  Directors  may  call  other  meet¬ 
ings  of  the  Society  from  time  to  time;  and  they  shall  call  such  meetings  when¬ 
ever  requested  so  to  do  by  the  written  application  of  any  seventeen  members, 
stating  the  purposes  for  which  such  meeting  is  to  be  held;  said  meetings  to  be 
called  in  such  manner  as  the  said  Board  may  deem  expedient,  having  previously 
given  reasonable  notice  thereof.  Seventeen  members  shall  constitute  a  quorum 
of  the  Society  for  the  transaction  of  business. 
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ARTICLE  VIII.  Permanent  Fund. 


The  Board  of  Directors  may  transfer  such  of  the  funds  of  the  Society  as  they 
may  think  best  to  a  Permanent  Fund,  may  appoint  five  trustees  to  control 
such  fund,  and  shall  at  the  time  of  such  appointment  determine  the  character 
of  the  trust  by  an  instrument  in  writing.  Vacancies  occurring  at  any  time 
hereafter  in  the  number  of  said  trustees  shall  be  filled  by  the  remaining 
members,  subject  to  the  approval  of  the  Board  of  Directors  for  the  time  being. 


ARTICLE  IX.  Amendments. 

These  articles  may  be  added  to,  altered,  or  amended  at  any  regular  meeting, 
or  special  meeting  called  for  the  purpose,  by  a  vote  of  three-fourths  of  the 
members  present,  provided  that  such  additions,  alterations,  or  amendments 
shall  have  been  proposed  in  writing  at  one  meeting,  at  least,  prior  to  that  at 
which  they  are  to  be  acted  upon. 


BY-LAWS  OF  THE  EOARD  OF  GOVERNMENT 

As  amended  April  17,  1922 

ARTICLE  I.  Meetings. 

Regular  meetings  of  the  Board  of  Government  shall  be  held  at  such  time 
and  place  as  may  be  determined  by  vote  of  the  Board.  Special  meetings  may 
be  called  at  any  time  by  order  of  the  President,  Secretary,  or  any  two  Directors. 
Five  members  of  the  Board  shall  constitute  a  quorum  for  the  transaction  of 
business. 


ARTICLE  II.  Officers. 

The  President,  Vice-President,  Secretary,  and  Treasurer  of  the  Society  shall 
be  respectively  President,  Vice-President,  Secretary,  and  Treasurer  of  the  Board 
of  Government. 

The  President  shall  preside  at  all  meetings  of  the  Board  and  shall  have  such 
further  duties  as  may  from  time  to  time  be  delegated  to  him  by  the  Board.  In 
case  of  the  absence  or  disability  of  the  President,  his  duties  shall  be  discharged 
by  the  Vice-President. 

The  Secretary  shall  issue  notices  of  all  meetings  of  the  Board,  and  keep  a 
record  of  such  meetings. 

The  Treasurer  shall  keep  the  accounts  of  the  Society,  shall  collect  its  funds 
and  disburse  them  under  the  direction  of  the  Board.  He  shall  present  to  the 
Board  a  Monthly  Report  showing  the  condition  of  the  finances,  and  shall 
prepare  for  presentation  at  the  annual  meeting  of  the  Society  a  complete 
report  of  the  financial  operations  of  the  year.  No  money  shall  be  paid  by 
him  except  by  the  authority  of  the  Board  or  approval  in  writing  of  some  mem¬ 
ber  of  the  committee  under  whose  direction  the  expenditures  were  made. 


ARTICLE  III.  Standing  Committees. 

At  the  first  meeting  of  the  Board  in  each  year,  there  shall  be  appointed  by 
the  President  six  standing  committees,  which  shall  be  under  the  authority 
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and  subject  to  the  direction  of  the  whole  Board.  The  President  shall  be  ex 
officio  a  member  of  all  the  standing  committees.  Each  committee  may  appoint 
such  sub-committees  as  it  shall  deem  fit,  provided,  however,  that  each  sub¬ 
committee  shall  be  subject  in  its  action  to  the  committee  of  the  Board  to 
which  it  is  subordinate.  The  seven  committees  shall  be  as  follows: 

1.  Committee  on  Finance — which  shall  have  charge  of  the  financial  affairs 
of  the  Society,  and,  writh  the  treasurer,  shall  devise  ways  and  means  for  procuring 
funds.  It  shall  provide  a  proper  audit  of  all  books  and  accounts. 

2.  Committee  on  Rooms — which  shall  have  the  general  charge  of  the  Union 
Building  and  rooms. 

3.  Committee  on  Members — which  shall  have  general  supervision  of  the 
admission  of  new  members,  and  shall  organize  means  for  increasing  the  mem¬ 
bership  of  the  Society.  It  shall  have  supervision  of  all  clubs  formed  for  so¬ 
ciability,  and  shall  have  charge  of  all  entertainments. 

4.  Committee  on  Education — which  shall  organize  and  have  supervision 
of  all  clubs,  classes,  lectures,  and  meetings  for  instruction  or  discussion,  secular 
or  religious,  both  public  and  private.  It  shall  have  general  charge  of  the 
Library  and  its  equipment. 

5.  Committee  on  Physical  Culture — which  shall  have  the  general  charge 
of  the  gymnasium,  of  athletic  sports  and  games,  and  other  measures  for  pro¬ 
moting  the  health  of  the  members. 

6.  Committee  on  Social  Service — which  shall  organize  means  for  providing 
members  and  others  with  employment,  with  boarding-houses,  with  seats  in 
churches,  and  shall  have  the  general  supervision  of  all  works  of  benevolence 
undertaken  by  the  Society. 

ARTICLE  IV.  Annual  Report. 

The  Board  shall  present  at  the  annual  meeting  of  the  Society  a  detailed 
statement  of  the  condition  of  the  institution  and  of  its  operation  during  the 
preceding  year. 


ARTICLE  V.  Report  of  Committees. 

It  shall  be  the  duty  of  each  committee  to  keep  a  detailed  account  of  its 
proceedings,  and  at  the  end  of  the  year  to  place  the  same,  with  the  reports  of 
its  sub-committees,  in  the  hands  of  the  Secretary  of  the  Society. 

ARTICLE  VI.  Amendments  to  By-Laws. 

The  foregoing  By-Laws  may  be  altered  or  amended  at  any  meeting  of  the 
Board,  provided  that  two-thirds  of  the  members  present  assent  thereto;  but 
no  alteration,  addition,  or  amendment  shall  be  adopted  at  the  same  meeting 
at  which  it  is  proposed. 
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HISTORY 


Instituted  as  Biblical  Literature  Society  . .  1851 

Incorporated  as  Boston  Young  Men’s  Christian  Union  .  1852 

“For  moral  and  Christian  improvement” 

First  rooms  secured,  36  School  Street .  1852 

Larger  quarters,  6  Bedford  Street .  1853 

Larger  quarters,  16  Summer  Street . .  1859 

Interruption  on  account  of  Civil  War .  1864 

Reorganization.  Rooms  opened  at  12  West  Street .  1868 

William  H.  Baldwin,  President;  Edwin  L.  Sprague,  Vice-President; 

Henry  H.  Sprague,  Secretary;  Samuel  Wells,  Jr.,  Treasurer. 

Evening  classes  inaugurated  (First  in  Boston) .  1868 

Removal  to  larger  quarters,  300  Washington  Street .  1869 

Gymnasium  established  (First  in  Boston) .  1869 

“Rides  for  Invalids”  inaugurated .  1873 

The  Christmas  and  New  Year’s  Festival  inaugurated .  1874 

Purchase  of  present  site  of  building  on  Boylston  Street .  1874 

The  “Country  Week”  inaugurated.  Pioneer  Fresh  Air  Work  ....  1875 

Boylston  Street  Building  completed  and  dedicated,  March  15  ....  1876 

Freed  from  indebtedness  through  legacy  of  Joseph  B.  Eaton,  $80,000, 

supplemented  by  other  gifts, — December  10 . 1879 

Enlargement  of  Building — extending  to  Boylston  Square  with  access  to 


Washington  Street,  and  providing  additional  classrooms,  extension 
of  Library,  and  Norcross  Hall,  named  after  Hon.  Otis  Norcross  .  1883 

William  H.  Baldwin  made  President  Emeritus .  1907 

Frank  L.  Locke  elected  President .  1907 

Further  extension  to  LaGrange  Street,  providing  additional  accommoda¬ 
tion,  particularly  for  Gymnasium,  Game-rooms,  and  Bowding-alleys  1912 

Fire  November  14  and  consequent  improvements .  1914 

Increased  accommodations  Gymnasium,  Bathing  and  Locker  Rooms  .  1919 

WAR  SERVICE  I9J7-I9I9 

Co-operation  w-ith  Young  Men’s  Christian  Association  in  campaign  for 
funds  and  in  special  war  work,  and  in  joint  maintenance  of  Hut  on 

Boston  Common .  19 17-19 

United  Service  Club  for  Soldiers  and  Sailors,  in  co-operation  with  War 

Camp  Community  Service — dedicated  November  28 . 1917 

Hostess  Room — in  co-operation  with  Young  Women’s  Christian  Associa¬ 
tion — opened  December  22 .  1917 

Boston  School  of  Occupational  Therapy,  rooms  in  building . 1918 

Hostess  Room — Management  assumed  by  the  Union,  October  1  .  .  .  .  1919 

United  Service  Club — Management  assumed  by  the  Union,  November  1  1919 
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Taylor,  George  Mendall 
Taylor,  George  W. 
Taylor,  Isaac 
Taylor,  John 
Taylor,  W.,  Jr. 

Taylor,  Walter  M. 
Taylor,  W.  O. 

Tebeau,  William  H. 
Tedesco,  Serafino  R. 

Teele,  Arthur  Page 
Teele,  John  Oscar 
Temple,  Thomas  F. 
Tenney,  John  S. 

Tenny,  Arthur  E. 
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Terrill,  A.  Mack 
Tewksbury,  Frank  E. 
♦Thacher,  Charles  A. 
Thacher,  George 
*Thacher,  Geo.  Churchill 
Thacher,  Geo.  W. 

*Thacher,  Isaac 
Thatcher,  Frank  D. 
Thaxter,  A.  W.,  Jr. 
Thaxter,  Eben  B. 

Thaxter,  Frank  M. 

Thaxter,  Gerald  Nash 
Thayer,  Bayard 
*Thayer,  Charles  E. 
Thayer,  Charles  H. 

Thayer,  Charles  I. 

*Thayer,  Rev.  Chris.  T. 
Thayer,  Edward  K. 
Thayer,  Eugene  V.  R. 
Thayer,  Eugene  V.  R. 
Thayer,  Frank  B. 

Thayer,  Rev.  Geo.  A. 
Thayer,  John  E. 

Thayer,  John  E.,  Jr. 
Thayer,  John  Eliot 
Thayer,  Joseph  H. 
Thayer,  Nathaniel 
Thayer,  Nathaniel 
Thayer,  Nathaniel  N. 
Thayer,  S.  V.  R. 

Thomas,  Frederick  N. 
Thomas,  Harry  L. 

Thomas,  Jas.  F. 

Thomas,  Joseph  B. 
Thomas,  Rev.  Reuen,  D.D. 
Thompson,  Charles  G. 
Thompson,  John  Allen 
Thompson,  John  H. 
Thomson,  James  D. 
Thorndike,  John  H. 
Thurber,  Charles  H. 
Thurston,  Seth  Howland 
Thurston,  W.  A. 

Ticknor,  Benjamin  Holt 
Tilden,  Amos  K.  <. 
Tilden,  Geo.  T. 

Tilden,  Rev.  Wm.  P. 
Tilden,  Wm.  P. 

Tileston,  James  C. 
Tillinghast,  C.  B. 

Tilly,  Chas.  R. 

Tinkham,  Geo.  H. 
Titcomb,  Albert  C. 
Titcomb,  William  Graves 
Todd,  Charles  J. 

Todd,  James 
Tolman,  James 
Tolman,  James  P. 
Tompkins,  Arthur  G. 
Tompkins,  Eugene 
Torrey,  Charles 
Torrey,  Charles  Everett 
Torrey,  Harry  Bowen 
Torrey,  James  M. 

Totman,  Stark 
Tourtellot,  Samuel  M. 
Tower,  Aug.  Clifford 
Tower,  Richard  S. 


Tower,  William  A. 
Townsend,  B.  B. 

Townsend,  Charles  W., 

M.D. 

Townsend,  Edward  B. 
Townsend,  Stephen  S. 

Treat,  Norman  E. 

Trefry,  Harry  Gallison 
Tripp,  Lyman  Chester 
Tripp,  Pelatiah  R. 

Trull,  William  A. 

Trumbull,  Walter  H.,  Jr. 
Tuck,  Henry,  M.D. 
Tucker,  Alanson 
Tucker,  Daniel 
Tucker,  Geo.  R. 

Tucker,  W.  W. 
Tuckerman,  C.  S. 

Tufts,  James  W. 

Tunis,  Rev.  John 
Tuohy,  M.  Joseph 
Tupper,  George  C. 

Turner,  Albion  B. 

Turner,  Alfred  Francis 
Turner,  Azro,  Jr. 

Turner,  Benjamin  S. 

Turner,  Bryant  Rawson 
Turner,  Charles  Nichols 
Turner,  Edward  C. 

Turner,  Everett  P. 

Turner,  Frank  G. 

Turner,  Fred’c  A. 

Turner,  Fred’c  A.,  Jr. 
Turner,  Herbert  B. 

Turner,  Howard  C. 

Turner,  Job  A. 

Turner,  John  Bryant 
Turner,  Philip  Humphrey 
Tuttle,  Frank  Carlton 
Tuttle,  Fred’k  Walton 
Tuttle,  Henry  H. 

Tuttle,  Joseph  H. 

Tuttle,  T.  Edmund 
Tyler,  Charles  H. 

Tyler,  Lorin  F. 

Tyler,  Thomas  H. 

*Ulman,  William  T. 
*Upham,  Geo.  P. 

*Upham,  James  H. 

*Upton,  Geo.  B. 

Van  Buskirk,  Henry  F. 

Van  Buskirk,  Joseph 
Van  Nason,  Martin 
*Van  Praag,  J. 

Van  Tassel  1,  Edwin  R. 
Vestergarde,  Christy  N. 
*Vila,  Joseph 
*Vinal,  Rev.  Charles  C. 
Vinson,  T.  Melville 
Vorhees,  Leighton  S. 

Worse,  Rev.  Albert  B. 

♦Wade,  Reuben  S.  . 

♦Wadleigh,  E.  A. 

Wadleigh,  Thomas  Prescott 
♦Wadsworth,  Alex. 


♦Wagenfeldt,  Henry  J. 
Wagner,  Samuel  W. 

*  Wakefield,  Cyrus 
* Waldron,  Frank  Vaughn 
Waldron,  Walter  Charles 
Wales,  E.  de  W.,  M.D. 
♦Wales,  George  W. 

♦Wales,  Thomas  B. 
Walker,  Charles  E. 
♦Walker,  Edward  C.  R. 
Walker,  Frederick  Clinton 
Walker,  George  Albert 
*Walker,  George  P.  K. 
Walker,  Harry  Cragin 
Walkins,  Harold  J. 
Walkins,  James  J. 
♦Walkley,  Rev.  Albert 
Wallace,  Lachlan 
Walton,  Charles  F. 

*Ward,  George  Cabot 
*Ward,  George  L. 

Ward,  Reginald  H. 

Ward,  Samuel  E. 

Ware,  Arthur  L. 

*Ware,  Chas.  E.,  M.D. 
♦Ware,  Rev.  J.  F.  W. 
♦Ware,  Rev.  Loammi  G. 
Ware,  Richard  Darwin 
Ware,  Thomas  M.,  Jr. 
♦Warren,  Alfred  B. 
♦Warren,  Edward,  M.D 
♦Warren,  George  W. 
Warren,  Joseph 
Warren,  William  L. 
♦Warren,  Wm.  Wilkins 
Washburn,  Geo.  W. 
Washburn,  Henry  C. 
♦Washburn,  Miles 
Wass,  A.  Stanley 
♦Waters,  George  F. 
♦Waters,  James 
♦Waters ton,  Robert 
♦Waterston,  Rev.  R.  C. 
♦Watson,  Charles  Herbert 
♦Watson,  David  S. 
Watson,  Frank  L. 
♦Watson,  Ralph  Kimball 
Watson,  Thos.  A. 
♦Watson,  Thomas  Bell 
Watson,  Thomas  J. 
Webber,  Fred  W. 

Weber,  Emile  John 
Webster,  Andrew  G. 
♦Webster,  Augustus  F. 
♦Webster,  David  L. 
Webster,  David  L.,  2d 
Webster,  Edwin  S. 
Webster,  Frank  G. 
Webster,  Franklin  A.  _ 
Webster,  Harrison  Briggs 
♦Weeks,  Allen  S. 

♦Weeks,  Andrew  G. 
Weeks,  Andrew  G. 
♦Weeks,  James  H. 

Weeks,  Warren  B.  P. 
Weeman,  Frank  L. 

♦Weil,  Charles 
Weir,  John  Carleton 
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*Weis,  Leonard 
Welch,  Charles  W. 

Welch,  George  Cogswell 
Weld,  A.  Winsor 
♦Weld,  Rev.  Chas.  R.,LL.D. 
♦Weld,  Otis  E. 

Weld,  Walter  Winsor 
*Weld,  William  F. 
Wellington,  Cornelius 
Wellington,  Edmund  S. 

* Wellington,  Henry  W. 
Wellington,  Wm.  A. 

Wells,  Charles  G. 

Wells,  Fred  E. 

* Wells,  Henry  B. 

*Wells,  Herbert  C. 

♦Wells,  Samuel 
Wendte,  Rev.  C.  W. 
♦Wentworth,  Henry  A. 
Wentworth,  Samuel 
Wesson,  James  L. 

West,  Albert  S. 

* Wes  ton,  Henry  C. 

* Weston,  Justus  P. 

*  Weston,  R.  W. 

Weston,  Wm.  B. 
♦Wetherbee,  J.  Otis 
Wetherbee,  Winthrop 
Wetherbee,  Winthrop,  Jr. 
Wetherell,  Chas.  B. 
Wetherell,  Charles  B.,  Jr. 
Wetherell,  George  H. 
♦Wetherell,  John  G. 
Wetterer,  Charles  F.  W. 
Whalen,  Frank 
Whalen,  Joseph  P. 
W’heatland,  George 
♦Wheeler,  Alex.  S. 

♦Wheeler,  Chas. 

♦Wheeler,  Rev.  C.  H. 
Wheeler,  Frank  Allen 
Wheeler,  George  H. 

*  Wheeler,  Thomas 
Wheeler,  Wm.  A.,  Jr. 
♦Wheelwright,  John  W. 
Wheelwright,  Richard  C. 
♦Wheldon,  Wm.  G. 
Whipple,  Frank  Edward 
♦Whipple,  Harry  Adams 
♦Whipple,  John  J. 

*Whipple,  John  Reed 
*Whiston,  Edward  A. 
Whitaker,  George  E. 
Whitaker,  Robert  L. 
*Whitcomb,  Henry  C. 
♦Whitcomb,  Henry  F. 
♦Whitcomb,  William  Fred. 

*  Whitcomb,  William  H. 
♦White,  Benjamin  C. 

White,  Chas.  G. 

White,  David 
*White,  F.  B. 

♦White,  George  R. 

White,  Herbert  L. 

White,  John,  Jr. 

♦White,  McDonald  Ellis 

*  White,  Ralph  H. 

White,  Roy  Dalton 
Whitehouse,  George  E. 
♦Whiting,  Albert  T. 
♦Whiting,  Caleb  K. 
♦Whiting,  C.  Norris 
♦Whiting,  Fred  E. 


♦Whiting,  Harold 
♦Whiting,  William 
Whiting,  William  G. 
♦Whiting,  William  S. 
Whitman,  Allan  H. 
Whitman,  Fred  N. 
♦Whitman,  Henry 
♦Whitman,  Rev.  Jas.  H. 
Whitman,  William 
Whitmore,  Joseph  P. 
♦Whitney,  Geo.  D. 
♦Whitney,  Joseph 
Whitney,  Lincoln  S. 
♦Whitney,  Nathaniel  D. 
♦Whitney,  Solon  F. 
♦Whitney,  Theo.  D. 
Whitney,  Waldo  T. 
♦Whitney,  Wm.  L. 
♦Whitney,  W.  S. 

Whiton,  Chauncey  G. 
♦Whiton,  David 
Whiton,  David  T. 

Whiton,  Elijah 
♦Whiton,  Ezra  J. 

Whiton,  Herbert  S. 
♦Whiton,  Joseph  L. 
♦Whiton,  L.  C. 

Whiton,  Morris  F. 
Whittemore,  George  C. 
♦Whitten,  Chas.  Newhall 
♦Whitten,  Charles  V. 
Whitten,  Paul  Endicott 
♦Whittier,  Charles 
♦Whittier,  Charles  D. 
♦Whittington,  Hayward  P. 
♦AVhittington,  Hiram 
Wicks,  Rev.  Frank  S.  C. 
♦Wigglesworth,  Edward 
♦Wigglesworth,  Ed.,  M.D. 
Wigglesworth,  George 
♦Wigglesworth,  Stephen  N. 
Wight,  Delano 
♦Wightman,  Luther  H. 
Wilbur,  Bradford  M. 
Wilbur,  Chas.  A. 

♦Wilbur,  George  B. 

Wilbur,  George  B. 

♦Wilder,  Bowman  Fred’k 
Wilder,  Frederick  Gilson 
Wilder,  Roy  A. 

♦Wilkins,  Daniel  G. 
Willard,  Charles  S. 
♦Willard,  E.  W. 

Willard,  George  A. 
♦Willcutt,  Peter  L. 
Williams,  David  W. 
Williams,  Edgar  H. 
♦Williams,  Edward  H. 
♦Williams,  Franklin  D. 
♦Williams,  Franklin  S. 
♦Williams,  Geo.  B. 
Williams,  George  H. 
♦Williams,  Henry  Bigelow 
♦Williams,  Jacob  L.,  M.D. 
Williams,  John  D. 
♦Williams,  John  T. 
♦Williams,  Robert  B. 
♦Williams,  Samuel  S.  C. 
♦Williams,  Thomas  B. 
♦Williams,  Wm.  B. 

♦Willis,  Clement 
Willis,  Edward  H.  Jr., 
Willis,  George  A. 


♦Willson,  Rev.  Edmund  B. 
♦Wilmarth,  Henry  D. 
Wilson,  Rev.  Daniel  M. 
Wilson,  Edward  B. 

♦Wilson,  John 
Wilson,  John  F. 

Wilson,  Winslow  Abbott 
♦Winder,  John  White 
Wingate,  Charles  E.  L. 
Winkelman,  Frederick  Wm. 
Winkley,  Hobart  W. 
♦Winkley,  Rev.  S.  H. 
♦Winship,  J.  P.  C. 

Winslow,  Andrew  Nicker¬ 
son 

Winslow,  Frederic  Bradlee 
Winslow,  Geo.  H. 

Winslow,  Roland 
♦W’insor,  F.  Herbert 
♦Winsor,  Joseph 
Winsor,  Robert 
Winsor,  Robert,  Jr. 

Wise,  John  H. 

♦Withered,  Herbert  F. 
Withington,  Harold  Edwd. 
♦Wolcott,  J.  Huntington 
♦Wolcott,  Roger 
Wolffer,  Cyrus  Wm. 
Wonson,  Harold  S. 

Wood.  Arthur  F. 

Wood,  Harris  R. 

Wood,  Stephen  Merton 
♦Woodberry,  Henry 
Woodman,  Arthur  L. 
Woodman,  Frank  E. 
♦Woodman,  George  F. 
♦Woodman,  J.  Gilbert 
Woodruff,  Frank  D. 

♦Woods,  Edwin  H. 

Woods,  Fred  L. 

♦Woods,  Henry  T. 

Woods,  Walter  H. 
♦Woodward,  Charles  C. 
Woodward,  Edward  Oliver 
Woodward,  Milton  T. 
Woodward,  William  Al¬ 
phonse 

Woolf,  Abram  R. 

♦Woolson,  James  A. 
♦Worcester,  Rey.  J. 
Worcester,  William  L. 
♦Wormwood,  George  A. 
Wren,  Arthur  P. 

Wren,  Edward  J. 

♦Wright,  John  B. 

♦Wright,  John  Seward 
Wright,  Philip  Green 
♦Wright,  Walter  Channing 
♦Wyman,  George  H. 
♦Wyman,  Howard 
Young,  Alexander 
♦Young,  Charles  L.  [D.D. 
♦Young,  Rev.  Edward  J. 
Young,  Edward  J. 

Young,  Frank  W. 

Young,  Fred  H. 

♦Young,  George  A. 

Young,  Kenneth 
Zell,  Lucian  M. 

Zellhuber,  Karl 
Ziegler,  Frederick  E. 
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